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“Winterset in Central Park.” The Greater New York Dental Meeting will he held 
in the Hotel Statler, New York City, December 6 to 10, 1954. ~~ 
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@ With the Perfection Casting Machine, 
casting becomes the simplest step in the 
production of any cast restoration from 
inlay to denture. The only additional 
equipment needed for large castings is a 
set of Akers flasks, Akers counterweights 
and extra large crucible. 


Perfection Casting Machine .....$35.00 
F.O.B. Cleveland, Ohio 
Equipment for large castings .... 4.75 
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“Serving the Profession Since 1893" 











Fast action Patients will appreciate the speed with which Anacin 
provides relief of dental pain — relief that is prolonged too! 
Anacin is safe, dependable. No other product for the relief of pain 
is used so regularly by dentists throughout the country. 
Anacin Tablets will be sent every month on request. 
Try Anacin for fast pain relief. 


Whitehall Pharmacal Company, New York 16, N. Y. 
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Posteriors for every technique 
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There’s always a suitable posterior design 
for every complete and partial denture 
requirement when you make your selection 
from the complete line of Trubyte Posteriors. 


Regardless of the technique you may 
follow, you'll find suitable occlusal 
forms and a wide range of sizes in both 
porcelain and plastic posteriors always 
available at your Trubyte Dealer. 


Available through Illustrated technical material 
Trubyte Dealers and which describes how to get the 
Dental La boratorie G Everywhere best results with the posteriors 


of your choice is 
available on request. 


THE DENTISTS’ SUPPLY COMPANY OF N. Y. 


York, Pennsylvania 








TRUBYTE NEW HUE 33° POSTERIORS— Have cuspal inclinations 
comparable to moderately worn natural teeth. Well suited 
for partial and full dentures opposing natural teeth, and for 
full dentures in which individual coridylar records have 
been made. 






































TRUBYTE NEW HUE 20° POSTERIORS—The most 
widely used posterior in full denture work 
with all techniques. Their modified occlusal 
surfaces with inter-acting ridges and inter- 
communicating clearance spaces assure effi- 
ciency in mastication. 





TRUBYTE SPECIAL 20° POSTERIORS in Vacuum Fired 
Porcelain —- For full denture work with all tech- 
niques. Fired by the same Vacuum Firing process 
used in the manufacture of Trubyte Bioform Ante- 
riors, they effect an excellent harmonious shade 
relationship with them in complete dentures. 


PILKINGTON-TURNER 30° POSTERIORS in Vacuum Fired 
Porcelain—Ideal for full and partial denture work—De- 
signed to meet the anatomical requirements of the man- 
dibular movements of the greatest majority of patients. 





TRUBYTE DENTRON 20° POSTERIORS — The “Balanced 
Formula” Plastic Teeth — The popular 20° design 
assures greater efficiency, easier articulation and 
excellent esthetics in full denture work with all 
popular techniques. 


FOURNET POSTERIORS — Have shallow cusps 
and function similar to flat posteriors. Nar- 
row bucco-lingual widths and non-interfering 
cusps permit setting on the ridge for improved 
denture stability. 






GEOMETRIC POSTERIORS — The popular “flat plane” — Satisfy 
the requirements of those dentists who prefer cuspless 
posteriors. 
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Those Flying Saucers 


Just a year ago this month, this department told about a “Four- 
Foot Friend in Forest-Green,” a spaceman who had landed his 
flying saucer on a sand bar in a California mountain stream, 
near the spot where a couple of gold prospectors were camping. 
I had met the prospectors, heard their story, and believed it. 

Every once in a while, someone sends a clipping about flying 
saucers. One, for example, quotes General Nathan F. Twining. 
the Air Force chief of staff, who had said that the Air Force has 
the best brains in the country working on the flying-saucer 
problem. 

Several clippings have come from Doctor F. G. Behmlander 
of Lordsburg, New Mexico. One tells about a Marine reserve 
pilot having a race with 16 saucers. The pilot, Major Charles 
Scarborough, said the saucers he and three other flyers sighted 
“glowed like a light.” Another clipping, this one from a maga- 
zine, says that the Military Air Transport Service “is working 
to speed up saucer reporting in an eflort to arrive at something 
tangible.” 

A California. lady named Mary Smith seems pretty well con- 
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ou¥ denture patient deserves the 
ion available. Upon his satisfac- 
is ; denture rests your professional repu- 


your patient of that satisfaction, give 
< a den “i re that will keep his secret, the most 
“\ natural looking denture in the world, a Vernonite 

ealist $ nture. Realist duplicates Nature right 
from th , ngaM ven no need for hand staining 
or painting of the finished case. 


It As scientifically mixed and blended at the 
factory under controlled conditions to assure per- 
fect/ consistency and perfect coloration. It makes 
strénger, harder, better-fitting dentures as well as 
the most natural looking. 









‘i 
ee ™ serene om | 
- a ee On your next denture case, specify Vernonite 
| . eo ue Realist Gel... make your dentures “real” — make 
ae ieee them of Realist! 











Secéfy VERNONITE Zeacoc GEL 


VERNON -BENSHOFF COMPANY PITTSBURGH 30, PA. 
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vinced that the four-foot friend in forest-green really was seen 
by those prospectors and that maybe it is true he came from 
another planet. Anyway, Mary sends clippings. One that came 
a bit ago tells about an Englishman, Desmond Leslie, who is 
convinced that the saucers come from other planets—says he’s 
seen quite a few of them himself and believes they travel faster 
than light (186,000 miles per second) and that their builders 
have learned to neutralize gravity, that their motive power comes 
from magnetic fields. Mr. Leslie is credited with believing that 
“saucers were described and their construction detailed in 
ancient Sanskrit.” 

Another California lady wrote at some length—wrote a com- 
forting letter. She had heard that some of my friends were wor- 
ried because I believe in flying saucers: “Just hold your ground. 
The friends who think you should be locked up will one day 
also realize the truth of the interplanetary communications. I 
have been many times to Mt. Palomar and there have heard 
George Adamski tell of his talks with the man from Venus, and 
also how he has had 200 hours of instruction from the man 
from Venus and men from Mars and Saturn—nine visits of 
considerable length.”’ She herself has seen the saucers and ex- 
plained: ““My home overlooks the ocean. There must be a mag- 
netic lane over the coastal regions of the blue Pacific as many 
saucers are seen here. The first set I saw were pale petal pink, 
perfectly round—a long distance away.” 

As the CORNER said a year ago: “It seems utterly illogical to 
think that the great big wonderful universe was created merely 
to service our puny planet. There must be other inhabited 
planets. Other—and better—worlds. Other—and better—people. 
Maybe our four-foot friend in forest-green is someone you 
would love to know.” 
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BUY A 
ooo TRY ONE BOX 










RETURN to Deale 





MONEY-BACK GUARANTEE | 
| 


ck guarantee” w 
difficult type of casting— with no risk on your part. 


2-BOX 1pROOF-PACKAGE-> ata, at special 


r one ynopened box we and GET FULL 


eg for cost of 2 boxes 


\ 
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1 THE RANSOM 
TOLEDO, OHIO, 





ay of trying CRISTO-PAK on 


price $7.00 


tistied, 


mee! 
aye t. 
a* > “y ° 


> 


Ly 


Cc — for any reason dissa 


os + ta 
> - 
4 . 


= * ‘a ~ 
Mere ae 






Lee 


g RANDOLPH co. 
U.S. A. 


wx 


7 


> >. * * 








FREE —This helpful literature is 

available upon request: 

1. Hlustrated Mold Chart 

2. 60 Personalized Five-Phase 
Anterior Denture Arrangements 

3. 32-page Book: Varied Labial 
Surfaces and Their Relation To 
Scientific Tooth Selection 


UNIVERSAL DENTAL COMPANY | 
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The extent to which you can create “living” esthetics is directly 
dependent upon the “flexibility factor” possible in the selection 
and arrangement of teeth. ; 
Where you can select standard sets of teeth to the dimen- 
sions you require, in.a choice of dominantly curved or dom- 
inantly flat labial characteristics .. . where, when required to 
deviate from standard sets of teeth, you have co-acting 
proximals that allow you to use centrals, laterals and cuspids 
from different sets correctly ... where brilliance of tooth colors 
is controlled to permit use of more than one color in the same 
denture for normal effects ... where you can even select these 
teeth in your choice of famous Veri-chrome Porcelain or Veri- 
dent, the plastic of unchallenged superiority .. . where teeth 
are arranged in a Coordinate Size Mold System for swift, 
simple selection to precise requirements of each individual 
case—then you have discovered the “peak of flexibility” in 
tooth selection. Actually, you will have discovered FIVE-PHASE 
ANTERIORS! x * 
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8th at BROWN STREET - PHILADELPHIA 39, PA. 
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ONCE AGAIN, CLINICAL RESEARCH 
SHOWS A MARKED REDUCTION OF DENTAL CARIES WITH AMM-I-DENT. 





In JADA, August 1954, Cohen and Donzanti report a very carefully’ 
controlled 2-year clinical study among 306 children in Philadelphia 
public schools. They show again—for the sixth time—a statistically 
significant caries reduction with Amm-i-dent. 


AMM-I-DENT IS THE ONLY DENTIFRICE WITH CONFIRMED PUBLISHED EVIDENCE OF : 
CARIES CONTROL— EVIDENCE UNANIMOUSLY FAVORABLE AND UNCONTRADICTED: | : 





ae With pre-school children in a 1-year test, Gale reported 
caries reduction with Amm-i-dent.} 


With adults, in a 3-year test, Henschel and Lieber reported 
caries reduction with Amm-i-dent.2 


With teen-age children in an 18-month test, Lefkowitz and 
Venti reported 
caries reduction with Amm-i-dent.8 


They mention the “decisiveness of the results.” 


With pre-school children in a 21-month test, Gale reported 
caries reduction with Amm-i-dent.4 


3 He describes the results as a “‘remarkable retardation of caries in the 
test group.” 


- With adults in a 4-year test, Henschel and Lieber reported 
caries reduction with Amm-i-dent.5 


They point out that “based on individuals rather than aggregates, 
87% of the patients using the test dentifrice [Amm-i-dent] experienced 
a reduction in caries incidence during the period of use.” 


















FOR CARIES CONTROL 


The 2-year clinical study reported in the August 1954 JADA, conceived 
and executed under the. most conservative and stringent requirements, 
is the sixth published report proving the clinical efficacy of Amm-i-dent 
for caries control. This study is decisive because it used a large group of 
children, covered an adequate period of time and was checked by every 
known statistical technic. 


Available in Regular or Green (Chlorophyll) 


REFERENCES: 


1. GaLe, J. A.: The Dental Record 71:15 fi ‘ 
(Jan.) 1951. re tisith WT 7) 
2. Henscuet, C. J. & Lieser, L.: J. Dent. fa / 


Research 28:248 (June) 1949. 
3. LeFkowiTtz, W. & Venti, V. I.: Oral 






Surg.. Oral Med., & Oral Path, 4:1576 THE AMMONIATED — 
4.Gate, J. A.: The.Dental Record TOOTH 
71:184 (Oct.) 1951. Pp 
5. Henscuer, C. J. & Litser, L.: Oral OwWDER 
Surg., Oral Med., & Oral Path. 5:155 
(Feb.) 1952. 
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There's an exciting New Taste to AMM-I-DENT too! 


AMM-I-DENT, INC. @ JERSEY CITY 2,N.J. 













y Thirteen! So Myerson's "Y"' Moulds 
4 the Natural Solution 


The young patient in the above photograph used 
to avoid opening her mouth in public. Rampant 
caries and abscesses had made necessary the re- 
moval of most of her anteriors and many of her 
posteriors. But thanks to the “Y” moulds (“Y” 
stands for Youth) in Myerson’s Dura-Blend plas- 
tic tooth line, she is entering her teen age years 
as she appears here — with a happy smile! 


Complete details of this case will be gladly furnished 
on request. 


LEADERS OF PROGRESS 
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Yor the patient young in years’ 


Or young in heart 


Fortunately not many of your 
denture patients will be as young 

as the girl whose photograph is shown : 
on the left. A much larger group doubtless are the 
ladies (bless °em!) whose hearts crave a restoration 
of their youthful appearance. 





With the addition of new “Y” moulds (“Y” stands for 
Youth), half of the anteriors in Myerson’s famous 
Dura-Blend plastic line now are especially 

designed for the young in years or young in heart. 
And in porcelain, Myerson’s whole Modern-Blend line 
is devoted to this important portion of your practice. 


Yes, whether the problem is to rescue a young . 
patient’s appearance or to satisfy a lady’s deep felt 
psychological need to “look under 30”, you'll find 
that Myerson’s teeth offer the natural solution... 

in Dura-Blend “Y” moulds when plastic is desired . . . 
in the Modern-Blend line when porcelain is indicated. 


Write today for up-to-date Dura-Blend and 
~ Modern-Blend Mould Charts. Address Dept. OH-. 114, | 





DURA-BLEND »- MODERN-BLEND 


Wz TOOTH CORPORATION 
Cambridge 39, Mass. 


manufactured by 














AND PORCELAIN TEETH 





| Do YOU know just how satisfactory 
Crescent Webbed Polishers 
really are? — 


You have a wondrous experience to look forward 
to if you've. never tried a webbed polisher! There’s 
nothing like it for making patients’ teeth sparkle. The 
efficient, built-in webs, or retainers, assure more rapid 
cleansing action over a wider polishing area without 

_$praying the patient. They hold the abrasive even at 
: high speed. They conform better to tooth surface, do a 
better job faster and more satisfactorily for you, more 
pleasantly for the patient. Crescent Webbed Polishers 
are made of flexible, long-life rubber and they are per- 
manently mounted. Sound good to you? They ARE... 
and we’ll be glad to send samples without obligating 


you in any way. Mail the coupon today. 





CRESCENT DENTAL MFG. CO. 
1839 S. Pulaski Road, Chicago 23, Illinois 


Kindly send samples of the Crescent Webbed Polishers as described 
above. I understand there is no charge and no obligation. 


Dr. 
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City 
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wea ARISTALOY 


Proven beyond question to be Dentistry’s finest. filling oe 
material, * * * * * * * * 


bém BAKER FILLING PORCELAIN. — 


It definitely expands and seals the cavity when wed 
and packed as directed. * * * x * 


X& DENTAL GOLDS 


Soft, Medium and Hard Inlay Golds—Chicago 6 tiaicaee : | a 
~Super Oralium. Ask any user about their si se * - 


tS PRECISION ATTACHMENT $ 


Easiest-to-use for accurate results .. . safest to use ie os 
enemies mouth service. * * * ee 


vA ORTHOCLASP WIRES 





a for all uses. bes do not oxidize, melt or break. : : 














be All > aan er the calelits of Baker. a, oe 
terials. Catalogues, property charts sent upon request. 


















850 PASSAIC AVE. | 
EAST NEWARK, NJ. 
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HERE'S IMPORTANT 


NEWS 


FOR DENTISTS 








Recent Nationwide Survey Discloses 
Problems and Attitudes of Dentists 


It’s NEW and it’s NEWS! After months of hard work, 
a concise, informative, candid report of PBP’s big 
survey — the first of its kind in the history of the 
dental field — is yours for the asking — free! 


Aimed to determine the attitudes and problems 
of dentists in the management of their practices, the 
results of the survey are eye-opening and a distinct 
help to every dentist who wants to understand his 
practice and improve it. 


Conducted by the Economic Research Agency 
of Chicago for Professional Budget Plan, the survey 
is directly from real life — unbiased and authentic. A 
statistically correct sample of dentists with practices 
ranging from the smallest to the largest were inter- 
viewed in each of 63 cities, representing every census 
area in the United States. Hundreds of pages of infor- 
mation were analyzed to the report which is yours 
for the asking. 


* 


Mail Reply Card for 
Your FREE Report 
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GET YOUR 


FREE 


SURVEY REPORT* 


Free Offer of Survey Report 
Gives Dentists Objective View 


. .. to see ourselves as others see us,” the PBP sur- 
vey offers you an objective viewpoint of practice 
management attitudes and problems. Frankly, it was 
originated for PBP’s private information. Then it was 
seen that the report of the survey would help the 
thousands of dentists who use PBP’s services, so it is 
being mailed to them in the form of PBP’s popular 
bulletin, BUDGETEER. Finally, after deliberation, 
it was decided to offer the report to all dentists — as 


a sample of the type of continuing help given by 
PBP to its users. 


*REPORT APPEARS 
IN NOVEMBER 
ISSUE OF PBP 
BUDGETEER 








MAIL CARD FOR 
YOUR FREE COPY 





’APROFESSIONAL BUDGET PLAN 


} 303 E. Wilson Street Madison, Wisconsin 





Comparative Tests 


Tests show the number of 


““chews’” required to reduce 
food to ‘swallowing threshold 


Natural Teeth 


Denture 
with FASTEETH 


39.5 chews 


(only 12.5 extra 
chews required) 


Dentures 
without FASTEETH 


50.3 chews 


(23.3 extra chews required— 
almost twice as many as with 
natural teeth) 

































in Chewing... 


Show how FASTEETH improves 
the performance of dentures 


RECENT clinical test run by a large dental 
college on denture patients measured the 
number of chews required to reduce equal por- 
tions of representative foods until ready for 
swallowing. ! 


It was found that 50.3 chews were required 
for denture wearers as against an estimated 27 
for natural dentition. 


When dentures of the same patients were 
stabilized with denture powder, the number of 
chews was reduced to 39.5, an improvement 
of 20%. 


The denture powder used in these tests was 
FASTEETH. 





CLARK-CLEVELAND, INC., BINGHAMTON, N.Y. 
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Sf you're concerned 1. When you retire — at what-’ 
ever age you choose — the plan | 


about providing f gir provides a unique arrangement | 
worry-free old age you'll | for converting some of your 
want to know about investments and savings into life- 


: : | time annuity income with all” 
the Professional Man’s | its benefits. ; 


Pension Plan. Here : 2. You, as a dentist, can now’ 
are some of its | have on an individual basis many " 


of the special benefits available © 
unusual features — | through the pension plans of | 


especially valuable for | business and industry. 


dentists because your | 3. Investments and savings — 
| under this plan will yield a larger 


earnings depend on guaranteed life income at retire- . 
ers ces. : ment than is possible under | 
personal services methods not using the annuity 

principle. ! 


4. The income is guaranteed for ~ 
life — thus eliminating the prob- — 
lem of investment loss in retire- © 
ment years. : 


5. You have pension-planning 
assistance at your service, just as 
business and industry have. 


6. Although it may be years 





before you retire, you protect 
yourself against any possible 
increase in annuity or pension 


You'll surely be interested in 
more details on this plan, 


devised especially for profes- FM (e ‘ 
sional men. Our booklet about 4 onnecticut Myuzzzal 
it will be sent without obliga- 
tion on your part. Why |. 
not send for it today? \! HARTFORD 
Pioneers in Pension Planning 


LIFE INSURANCE COMPANY 





THE CONNECTICUT MUTUAL LIFE INSURANCE COMPANY 
HARTFORD, CONNECTICUT on-s 
Please send me, without cost or obligation, your book- 


let “The Professional Man’s Pension Plan.” 


NAME 





STREET 








CITY OR TOWN _STATE 














foredoomed failures — 5 
Failures of restorations are in a sense de- 
feats—defeats in the fight against decay. 
They are setbacks every dentist is natu- 
rally determined to prevent. But, unfor- 
tunately, with materials deficient inher- 
ently, no resource can possibly avail. 


Such failures, plainly enough, are fore- 
doomed! Try as one will, for example, 
one cannot prevent failure if the mate- 
rial is incapable of maintaining relative 
constancy of bulk—if it fails to maintain 
the adaptation to the tooth permanently 
unaltered. Try as one will, this weakness 
will expose the tooth to recurrent decay. 


from 


ere) 42 FOILS are 


foredo 


NOT A GOLD FOIL * COURTESY DR. B. H. DUNMIRE 


Happily for dentistry, there is a material 
wholly free from foredooming weak- 
nesses. This godsend is Gold Foil! In 
constancy of bulk, it is supreme. It’s free 
from shrinkage and expansion due to re- 
actions between component elements. And 
its thermal expansion and contraction 
approximate those of the dentin itself. 


To learn more about this wonderful ma- 
terial, mail the lower portion of this page 
with your card or letterhead to Morgan, 
Hastings & Co., 2314 Market Street, 
Philadelphia 3, Pa.—Established 1820. 
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New! Improved! 
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@ Simple to use—refills in an instant. © Comes packed with 100 yards of 
@ Made of white glossy porcelain with Dentotape®. 


non-skid rubber base. e@ Takes either Dental Floss or Dentotape. 
@ Compact. @ Costs only $3.50 from your dental dealer. 


Acquaint your patients with the advantages of using Dental Floss. 
Get your free copies of the popular booklet, 
“HOW TO USE DENTAL FLOSS," 


by sending in this coupon with your professional stationery. 


The contents of this booklet have been approved by the 
American Dental Association. It discusses oral hygiene, visits to the 
dentist, shows your patients the correct way to use Dental Floss. 


JOHNSON & JOHNSON, Dept. A-2 
New Brunswick, N. J. How to use 
DENTAL FLOSS 


Please send me free copies of "How to Use Dental Floss." 


Name 





Address 
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FASTER PAIN 


























Comparison of Blood Salicylate 
levels after Ingestion of Aspirin 
and Bufferin 
15 

BUFFERIN a 

of 3 

4 & 

¢ 10.3 

C4 a 

o 5 

J j 

a AB Asrinin Fy 

. 7 . 

e. : 

o-4 : 

MINUTES 1 





BUFFERIN. 


Acts Twice as Fast as Aspirin 


Does Not Upset the Stomach 


EACH BUFFERIN TABLET 
contains 5 grains of acetylsal- 
icylic acid, together with opti- 
mum amounts of the antacids 
aluminum glycinate and mag- 


GIVE YOUR PATIENT 




















RELIEF with BUFFERIN 


Relieve the pain attending dental treatment—whether 
extraction or cavity preparation—by recommending 
BUFFERIN. This antacid analgesic acts twice as fast-as 
aspirin. In ten minutes after taking BUFFERIN the blood 
salicylate levels are higher than those attained with 
aspirin in twice the time. 

Gastric distress is almost unknown when BUFFERIN 
is taken, even in large doses, for BUFFERIN is antacid. 

Your patients will appreciate 
BUFFERIN’s prompt antacid an- 
algesic action. 
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nesium carbonate. BRISTOL-MYERS CO., 19 W. 50 St., New York 20, New York 
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NEW PROOF |. 


| HISTOCHEMICAL PROOF OF RETENTION* § NW: 
12 TO 24 HOURS AFTER BRUSHING Bl 


NO OTH ER The retention of sodium jJehydroacetate on tooth 
surfaces 12 to 24 hours after brushing has been 


proved by histochemical disclosure studies. This 


DENTI FRICE has been demonstrated both in vitro and in vivo 


by histochemical reactions which develop speci- 


nae. 6" eee 


This new proof, by a leading university dental 
school, shows by direct colorimetric chemical 
disclosure reactions, that sodium dehydroace- 
tate is retained on plaque, on decalcifying en- 








amel areas, in developmental pits and grooves Too 
and in carious lesions 12 to 24 hoursafter brush- §— 070 
ing with Antizyme Tooth Paste. | in | 

*Data available on request lesi 





pH 


2 PROOF OF CARIES PROTECTION 7 
12 TO 24 HOURS AFTER BRUSHING ae 


Tests on caries-active individuals showed that 
for 9 out of every 10 people tested, the long act- lh 
ing anti-enzyme principle, as used in Antizyme 
Tooth Paste and described in the Journal of 
Dental Research, gave continuous 12 to 24 hour 
pH control above the cariogenic level. The lead- 
ing ammonia-urea tooth paste and “regular” 
tooth pastes provide only % hour protection in 
pH determinations after sugar rinse. No denti- 
frice before Antizyme ever provided such ex- 
tended caries protection. 


fet 4 ful clogs joriliolion rom tne Arusahing: 

















ENAMEL DENTINE ENAMEL STAINED 


CARIES PLAQUE LAMELLAE 


Tooth cross-section showing reddish- 
brown stained sodium dehydroacetate 
in plaque and on surface of carious 
lesion. (Salicylaldehyde stain reaction.) 





‘OF RETENTION FROM ANOTHER LEADING DENTAL SCHOOL 


PENETRATION ANDO STAINING OENTAL FISSURE WITH 
OF SODIUM DEHYDROACETATE INITIAL CARIES 





Tooth cross-section showing red stained 
sodium dehydroacetate in exposed pro- 
tein of developmental groove. (Schiff’s 
differential stain.) 





pH determinations after sugar 
rinse, 12 to 24 hours after 
brushing, prove protection 


Antizyrmee 


12-24 proltttlion 


seed, 









Listerine 









LAMBERT PHARMACAL COMPANY = Division of The Lambert Company, Jersey City 6, N.J. 


Anttizyme TOOTH PASTE 


the original continuous action tooth paste 















Have yOu | 


Kent smokers’ 


ANY DENTISTS have reported 

that they can tell patients who 

smoke KENTs from those who don’t 
—by their teeth. 


They say that KENT smokers’ 


“KENT” AND ““MICRONITE”’ ARE REGISTERED 
TRADEMARKS OF P. LORILLARD COMPANY 


teeth have far less tobacco stains... — Pe 
they actually stay whiter between — US 
prophylaxes. There’s a good reason fF she 
why this is true... 

Recent tests made by two inde- ‘Ter 
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noticed that 
teeth stay whiter? 


pendent research organizations also more teeth-staiming tars than 
using well-established methods any other filter cigarette. 


show this fact: In fact, KENT offers the greatest 
KENT with the Micronite Filter protection against these irritants in 
' removes not only more nicotine but cigarette history. 


with Micronite Filter 


For full smoking pleasure... plus the greatest health protection in cigarette history. 
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WILLIAMS pays more for it 
Because 


WILLIAMS recovers more 
from it! 


Williams’ exclusive Dyna-flo pro- 
cess and the world’s most modern 
refining plant recover every dwt. 
of precious metal in your scrap 
Your shipment is refined and triple- 
checked to make sure you receive 
AVI ZeliOlcmelale Malle lal-tim lala: a Aolels 
check is sent promptly — accom- 
panied with a detailed refining 
igs ololam 


Send your Scrap NOW! 
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W LLI “ ms Cold Refining Ce., INC. 


FORT ERIE N.. ONT BUFFALO 14,N_.Y. HAVANA, CUBA 








; 








n Beta 
Nr 


i 


Thousands of dentists all over America are praising Kay-Pees ‘Professional Towels 
because they have found them more economical, more convenient, and more 
in every way than ordinary linen towels . . . and they are disposable! No storing or 


counting of soiled rented towels is necessary, thus resulting in a big savings in time 
and effort. Prove it to yourself that Kay-Pees Professional Towels are what we say they 
SO aaa a a ha hi: seebcbbeshlinied wah gakcadidiedl dali “she 





KAY-PEES PROFESSIONAL TOWELS ARE SOLD BY 
DENTAL SUPPLY DEALERS FROM COAST-TO-COAST 






We find it to be very efficient in 
tartar elimination,” 


requirements 
Collingdale, Pa. 


der satisfies the 


“Caroid Dental Pow 
for an ideal dentifrice.” 


“Does clean the teeth and kee 


Lancaster, Pa, 


“Am getting wonderful results from it.” 
St. Petersburg, Fla. 


“It far surpasses anything I have ever found.” 


“I recommend this powder to all my patients 100%." 
| Hugo, Okla. 


“We give a Caroid Dental Powder S 
patient who receives a retainer. 


ding its use for 


WHAT DENTISTS SAY ABOUT... 


“In my opinion it is the best toothpowder on the market.” 


New Orleans 


MECHANICAL 
plus 


ENZYMIC 
cleansing 





i ue in 
« |. think it has exceptional val 
per iodontal patients. Philadelphia, Pa. 


p removable bridges poli 


Kokomo, Ind. 














“I recommend this product exclusively to my patients. 
New York, N. Y. 


Kilgore, Texas 


Caroid effectively cleans artificial teeth on dentures.” 
Upper Darby, Pa. 


Roslindale, Mass. 


9° 


“Caroid is my own personal dentifrice and 


that of my family. 


“I find it very ideal for cleansing the gingival margin 
of the tooth of accumulative food debris.” se. Louis, Mo. 
shed without injury: 


Syracuse, N. Y. 


ample to every orthodontic 
Holyoke, Mass. 
natural reeth and art 


ificial dentures. 











...CAROID DENTAL POWDER 












) | WRITE FOR 
PROFESSIONAL 
SAMPLES 





CHECK THESE ADVANTAGES: 


¢ Cleans and polishes safely © Retards tartar formation. 


(U.S, Bureau of ¢ Harmless to acrylic and 
Standards scratch test ) vulcanite dentures. 

e Liquefies oral mucin. ® Removes stains from 

¢ Dissolves organic debris. metal bridgework. 


AMERICAN FERMENT CO., INC. « 1450 Broadway, New York 18, N. Y. 
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Full and Partial Dentures, 
Bridges, 1-Piece and Unit 
Castings, Clasps, Bars, 
Saddles, etc 





GOLD COLOR 


Here’s Quality and Performance 
out of All Proportion 
to its Modest Price . 


per dwt. $1.85 


J. & Jelenko & Co., Inc. 


Manufacturers of Dental Golds €Specialties 
136 West 52nd Street : New York 19, USA. 
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the dentist like the physician... 


wants optimal results 
from penicillin therapy 


PENTIDS TABLET 


TIME IN HOURS 5 10 


just 1 or 2 Pentids Tablets 
three times daily as 
adjunctive therapy for the 


more common dental infections 


Pentids are particularly effective as adjunctive 
therapy for acute oral Vincent’s disease, pericoronitis, 
alveolitis, dento-alveolar abscess, cellulitis, and 
osteomyelitis. Also for prophylaxis before and after 
extraction and other dental surgery. 


When pre-existing cardiac lesions predispose to 
sub-acute bacterial endocarditis or there is extensive 
tissue trauma, parenteral penicillin should be 
given before or at time of extraction followed 

by Pentids postoperatively. 


Pentids and Pentids-Soluble in bottles of 12 and 100. 


Pentids’ 


Squibb 200,000 Unit Penicillin G Potassium Tablets 
SQUIBB “PENTIDS’ @iS A TRADEMARK 








— 


Be oe taal ASO Y F 


ss, ks 


sie 2% Peas 


Kgas REGIA 


Sat BS 











— 


5 CPs tite Te eee “te a da oat , vs 2 oa » pret ; iF NE a nad SEED Rah ite 
RIE tag Se a” oka SRR 


see NS ha 





ORAL HYGIENE FOR NOVEMBER 1954 e 44th YEAR 


Picture of the Mouth 





 e 


SSRI I LOTR 


FOUR ROOMMATES and dentistry graduates of more than 50 years ago 
helped their classmates win the traveling cup for 65 per cent attendance 
by showing up at the 1954 Alumni Reunion of the State University 
of lowa, Iowa City. Pictured in the college dental clinic, Doctor Earl G. 
Thompson, Seattle, Washington, was being threatened with an extrac- 
tion by Doctors A. C. Wyant, Mason City, Iowa, (left); W. D. Wiler, 
San Jose, California (second from left) ; and L. C. Hemsworth, Water- 
loo, Iowa. The “Big Four” were surprised to learn that the college den- 
tal clinic had treated over 400 volunteer patients last year and recalled 
their difficulty in finding anyone willing to accept free dental care in 
1904.—Photograph courtesy of On lowa, State University Alumni 
Bulletin. 


Ten dollars will be paid for the picture submitted and used in this 
department each month. Send glossy prints with return postage to 
ORAL HyGIENE, 708 Church Street, Evanston, Illinois. 
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Unbelievably 
Dense, Thin and 
Sharp Castings !.. 


yesterday impossible ... but routine today... 
fhanks fo this excellent new 
Kerr Cenfrifico VACUUM Casting Machine 


Extremely dense, thin and sharp castings are now routine because all 
gases and air are removed from flask before metal enters mold. 

Handles any-size of dental castings—from thimble crowns to full den- 
tures. Very simple to use. Special attractive price on purchase 
of both Kerr Vacuum Centrifico and 
Kerr Vacuum Unit. You can convert 
your present Kerr Centrifico to a 
Vacuum Centrifico at low cost. 

<7 Phone your Kerr Dealer for details 
| and prices, or write direct for Cen- 
trifico Vacuum brochure and prices. 














an ideal 
source of 


vacuum! 


THAT’S THE 
KERR DEE 
VACUUM PUMP 
(PICTURE ABOVE) 


It’s also unex- \ 
celled for \ 
investing wax 
patterns without 
bubbles, for all 
mixes of plaster, 
stone and invest- 
ment, as well as 
for mixing the 
alginate-type 
impression 
material. 








CENTRIFICO 
VACUUM CASTING 
MACHINE 


KERR MANUFACTURING COMPANY 
ESTABLISHED 1891 » DETROIT 8, MICHIGAN 
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Someday You May Lease 


Your Office Equipment 


BY CHARLES FITZ-PATRICK 





Come take a dream walk into your new modern office completely 


furnished and maintained to save you tax dollars and banish 


the fear of obsolescence 


ONCE UPON a time a young man 
who was named Walter Harris was 
graduated from dental school. He 
promptly opened an office and 
started practicing in spanking new 
surroundings supplied with all the 
latest equipment dental science and 
mechanical engineering then of- 
fered. 

Walter Harris was proud and 
happy, and he had a right to be. 
One of his greatest joys was cen- 
tered about the professional fur- 
nishings, which gave visible evi- 
dence of his calling and served him 
faithfully month after month and 
year after year. But as is its prac- 
tice, time moved on at a rapid rate. 
When long usage left pit marks in 
some of the chrome surfaces in 
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his dental office, his eyes brushed 
aside these indications of age, and 
spots where repeated handling had 
worn away the enameling made no 
impression on the practitioner. The 
dentist continued to see the things 
that had been reliable parts of his 
practice as they were when he had 
first opened his office, even though 
observing patients may have won- 
dered if his operating techniques 
were also growing old and out- 
dated along with his office equip- 
ment. 

Then one day a man came into 
the dentist’s office and offered to 
replace all the operating equipment 
with new appliances, incorporating 
the most modern advancements de- 
signed to assist the practitioner 
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and indicate to patients that the 
dentist was moving along side by 
side with dental developments. 
“You need not put out a large sum 
of money,” the dentist was told by 
his visitor. “We will rent the new 
office fittings to you just as the 
telephone company furnishes an 
instrument necessary in providing 
a communication service.” 

“But,” Walter Harris said, “then 
I will never own my office equip- 
ment.” The man agreed. “That is 
right,” he said, “and neither will 
you eventually find yourself own- 
ing equipment of no monetary val- 
ue that ‘date’ your dental practice.” 

As is true with most “once upon 
a time’ stories, this one is not 
based on an actual experience even 
though there are those who will 
wager that the theory back of the 
leasing idea will sooner or later be 
put into practice. There is good 
reason to believe that this is so be- 
cause leasing of an endless variety 
of items is rapidly taking hold in 
fields outside that of dentistry. In 
fact, it is a fair assumption that 
some of the articles in common use 
in dental offices today are produced 
with equipment leased by the man- 
ufacturers of the items. 


Renewing Equipment 

Of all the advantages that would 
be enjoyed under a leasing plan, 
the outstanding one _ probably 


would be the relative ease of re- 
newing office equipment when that 
in use reached an age that marked 
it for retirement. At present, hesi- 
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tation to do this periodically is 
due in part to the fact that dental 
equipment, unlike the~ one-horse 
shay, does not fail completely fol- 
lowing reasonable service life. The 
situation is similar yet different 
from that of the cars dentists buy 
and drive. Engineers claim that 
with reasonable care the modern 
automobile will provide transpor- 
tation for well over a hundred 
thousand miles. However, it is the 
exceptional dentist who drives his 
car as much as fifty thousand miles 
before replacing it with a model 
that offers the latest advancements 
and conveniences. 

From the dream plan under dis- 
cussion there might also be real- 
ized certain dollar dividends. Un- 
der an outright lease, it is likely 
that the initial payment would be 
held to a minimum and the rental 
charges would be a complete tax 
deduction, as contrasted with pur- 
chases where only the depreciation 
is a tax deduction. 

This reference to purchased 
equipment brings up still another 
possibility. As operated in non- 
dental fields, materials of com- 
parable value to that used by 
practitioners is offered on a so- 
much-per-month basis with an op- 
tion to buy later, at which time 
rentals would be partly applied 
against the cost. Naturally, in 
such instances the tax question 
comes in for some revisions. The 
rent - with - the - right -to- buy - plan 
would offer the dentist an excel- 
lent opportunity to determine in 
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ORAL HYGIENE AWARD 


THIs article by CHARLES FitTz- 
PATRICK has won the $100 ORAL 
HYGIENE award for the best feature 
published this month. 
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practice the use values of the 
equipment placed in his operating 
room. 

Because no precedent has as 
yet been established, it is impos- 
sible to quote actual cost figures. 
However, in one non-dental in- 
stance a rent-with-the-right-to-buy- 
plan required a down payment 
equivalent to one quarter of the 
total cost. During the second and 
third years an equal amount is 
paid for each twelve months’ use. 
The final payment is 40 per cent 
of the total cost. Dentists who are 
good mental mathematicians will 
quickly figure that this adds up to 
115 per cent, which is a fact. How- 
ever, in at least one instance this 
includes a share of the installation 
cost as well as interest and main- 
tenance during the entire period. 

Up to this point no reference 
has been made as to how the poten- 
tials of a leasing plan would be 
made available to dental practi- 
tioners. It is the opinion of some 
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manufacturers that the interested 
cooperation of dealers or similar 
organizations would be required 
and that considerable study would 
have to be given the idea to elimi- 
nate completely some of the ob- 
vious problems. From a manufac- 
turer’s point of view, perhaps the 
major obstacle would be the addi- 
tional capital that the plan would 
require. Instead of production and 
distribution costs plus profit com- 
ing in immediately following a 
sale, the leasing of equipment 
would postpone the monetary re- 
turn considerably. This would be 
of major concern at the time the 
program was being introduced. 
Exactly when and if dentists 
will be offered leasing arrange- 
ments is still a question. Econ- 
omists believe it is more likely te 
be given more consideration dur- 
ing a period when sales resistance 
is most evident. Much more de- 
finite, however, is the fact that 
dentists who do not modernize 
office facilities so as to take ad- 
vantage of the time cutting factors 
of certain appliances and the psy- 
chologic effect of new equipment 
on patients, will face difficult com- 
petitive conditions in the days 


ahead. 


3841 Aspen Street 
Philadelphia 4, Pennsylvania 
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BY MARCELO FRIEDENTHAL, C.D.“ 


THE MODERN dentist knows that 
his probabilities of professional 
success depend considerably upon 
his psychologic knowledge. That 
is why some dental magazines pub- 
lish from time to time, articles on 
psychology applied to professional 
practice. 

Some of these articles discuss, 
for instance, the importance of 
learning how to influence the pa- 
tient’s imagination and emotions, 
as a means of increasing his desire 
to receive dental care. Others pay 
special attention to the psychology 
of the language and develop in- 
teresting points of view on how the 
dentist increases his salesmanship 


*Doctor Friedenthal is a member of the 
Executive Board of the Argentine Dental 
Association. He holds the degree of ‘‘Ciru- 
jano Dentista” (dental surgeon). 


Let's Be Better Psychologists 
; 


1488 


With Ourselves 


when he learns to use words that 
attract patients and inspire their 
optimism and _ confidence, and 
make them wish to improve their 
personal appearance or health. The 
aim is to help the dentist train him- 
self to avoid saying what produces 
doubts, distrust, fear and_pessi- 
mism. Other authors study the psy- 
chology of display, analyzing how 
the dental office and the reception 
room should be decorated, how 
the secretary or specialized assist- 
ant should receive the patients, the 
operator's manners, the technique 
of presenting the treatment plans, 
projecting, for instance, the pa- 
tient’s roentgenograms on a screen 
with the room darkened, or show- 
ing the patients educational ma- 
terial. 

Each article has a personal view, 
but we find something common to 











aa ee ee ae 




















Wee wee RE, 








November 1954 
Argentine dentist urges his col- 


leagues to follow the precept 
“Know thyself.” 


all of them. They use psychology 
applied to others. We want to re- 
mark here on the imperious neces- 
sity for the dentist to apply psy- 
chology to himself first. 

It is illogical, in my opinion, to 
try to be a good psychologist to 
others, when there is not a fair 
effort made to be, first, a good 
psychologist to yourself. What does 
it mean “to be a good psychologist 
to yourself?” First of all, to know 
yourself! That is, to know yourself 
accurately and sincerely from the 
technical, human, psychologic, so- 
cial, cultural, and economic points 
of view. To be able to classify 
yourself exactly as a dentist and 
as a man. To know yourself, not 
through the personal thoughts that 
hide the real personality, but by 
means of knowledge obtained with- 
out the influence of vanity, self- 
esteem, presumption, prejudices 
and other false concepts of your 
own value. 

Another outlook: how can a den- 
tist influence people for the better 
if he cannot change, first, his own 
annoying habits, trends and nega- 
tive ways, his wrong judgments 
and his lack of will? 

Psychology applied to yourself 
should enable you to increase your 
will power as a dentist, attending, 
for instance, courses and lectures 
for postgraduates and profiting by 
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them, reading more and better lit- 
erature on dentistry, and working 
harder during consultation hours: 
in short, perfecting all your pro- 
fessional practice. 

But there is another aspect of 
the will brilliantly explained by 
Logosofia:! “the will as a power 
of defense for the soul.” The man 
who trains in this sense possesses 


-a most valuable help to fight his 


violent impulses, his mediocre 
thoughts, his weaknesses of char- 
acter, irritability, and ethical devi- 
ations. These are really the basic 
aspects in a program to develop 
the professional personality. There 
has always been more attention 
paid to the development of the pro- 
fessional personality of the dentist 
externally rather than internally. 

_ Why attend courses of high tech- 
nical efficiency if, later, when alone 
with himself facing his patients, 
the dentist is literally assaulted by 
his old habits and his old deficien- 
cies of technique, and his will fails 
him as a power of defense for his 
soul? Perhaps the psychology of 
speech enables this type of dentist 
to talk enthusiastically and fluently 
about the merits of modern den- 
tistry, but an inner voice will ac- 
curately tell him: “You are quite 
right! But you are not the kind 
of dentist you are now describ- 
° 1?? 


ing 





1Logosofia is the name of instruction, which 

is imparted by the “Fundacion Logosofica,”’ 
Coronel Diaz 1774, Bucnos Aj‘res, a school 
of mental development created in 1931 by 
the Argentine philogopher Raumsol, and 
which now has branches in Argentina, 
Uruguay, Brazil, and other countries of the 
world. 
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I believe that the dentist ad- 
vances a really fundamental step 
in his professional life when he 
understands that his learning of 
psychology must begin within him- 
self; that it is absurd to try to in- 
fluence others when one lacks the 
will power to influence his own 
ego; that, even if it is desirable 
to talk better each day, the dentist 
must not neglect to learn to inter- 
vene actively and intelligently in 
the dialogues that usually take 
place between the constructive and 
negative thoughts in his mind; that 
he must endeavor to support the 
former and to deduct strength 
from the latter if he wants to in- 
crease his professional success. 

To see clearly one’s own mind; 
to know and fight the inner enemy; 
to know the relationship between 
the results obtained up to the pres- 
ent practice of dentistry and the 
different explanations that the 
mind tries to clarify; being on 
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guard against the mental excuses, 
real “locus minoriae resistentiae” 
of success; being able to distin- 
guish and to fight against the 
harmful thoughts that may occur 
inside the mind, perhaps at the 
very moment when the hand guides 
the explorer, manages the forceps, 
holds the handpiece or carries the 
tray to get a prosthetic impression; 
being as alert to one’s innermost 
thoughts as one intends to be for 
the efficient handling of the clien- 
tele; watching actively one’s own 
mind. These are some of the really 
basic aspects of this philosophy 
that we think is so essential for the 
dentist. 

In conclusion, let us try to per- 
fect the psychology we apply to 
others. But let us not neglect the 
fundamental necessity to perfect 
the psychology we need for our- 
selves. 

San Juan 4383-1° Piso 

Buenos Aires, Argentina 


THE COVER 


PICTURED on this month’s cover is Winterset, a view of lower Central 
Park of New York City draped in a blanket of snow. The Greater New 
York Dental Meeting will be held in New York City, December 6 to 
December 10. For detailed information about the program, please ad- 
dress Miss Mabel Purdy, Executive Secretary, Room 106 A, Hotel 
Statler, 7th Avenue at 33rd Street, New York 1, New York. Hotel reser- 
vations may be secured by writing the New York Convention and 


Visitors’ Bureau, 500 Park Avenue, New York 22, New York. 


WIT IS UNBECOMING 
Wit, as an accomplishment of a dentist, is out of place. It is unbecoming 
in a man whose leisure hours are supposed to be spent in scientific 
studies and serious thoughts——CuarLes R. Hamsty, D.D.S., The 


Practice Builder (1902). 
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: (b) mesial to, the retromolar 
NO You Know triangle. 








Something 4. Are saccharin and the cycla- 


mate salts fermented by the 
microorganisms of the oral cav- 


About a 


do. Cheek biting may result from 

(a) long absence of posterior 

DENTISTRY! teeth with thickening of the 
cheek, (b) lack of posterior 

overjet, (c) setting teeth too 


9 0 9 far bucally from the ridge. __ 


6. Why are the proximal grooves 
so important in the construc- 
tion of a partial veneeer crown? 














CXXIil 





7. Why are first permanent mo- 


l. The most delicate of the oral lars rarely impacted ? Brera i i 


mucous membranes is found 
on the (a) floor of the mouth 
and the ventral surface of the 8. True or false? Best results in 
tongue, (b) hard palate, (c) orthodontics are obtained for 
alveolar process of the jaw. -_-- patients who experience growth 
during treatment. 














2. True or false? Foods in gen- 


eral stimulate a salivary secre- 9. In most persons the (a) coro- 
tion rich in mucin, whereas noid, (b) condyloid, process 
irritants produce a flow of is higher. 











watery saliva. 





10. Is the pH of the bacterial 

3. For the mandibular injection, plaque always the same as the 
the point of entrance for the pH of a person’s saliva? __. 
needle should be (a) within, 





FOR CORRECT ANSWERS SEE PAGE 1524 
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BY ROY A. FOULKE* 


It HAS been said that the profes- 
sional man, the dentist, physician, 
surgeon, lawyer, writer, teacher, 
support Wall Street. While there 
is no doubt that the statement is 
an exaggeration, there is still no 
question about the fact that the 
professional man does pump sub- 
stantial savings into investments 
of one kind and another, every 
year. 

Individuals, investment services, 





*Vice President, Dun and Bradstreet, Inc. 
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a 


and publishers of investment man- 
uals who study and analyze the fig- 
ures of manufacturing, wholesale, 
and retail corporations from the 
point of view of the relative de- 
sirability of investing in their se- 
curities, tend to emphasize two 
simple computations in their rea- 
soning, (1) the number of times 
interest is earned on outstanding 
bond, mortgage, or debenture is- 
sues, and (2) the earnings in dol- 
lars and cents per share of various 
classes of preferred and common 
stocks. These two figures epitomize 
to most analysts the desirability of 
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Credit specialist recommends that dentists invest their savings 


in businesses that seek long-range rather than immediate profits. 


the securities of respective corpo- 
rations. While these figures are 
helpful, other factors should re- 
ceive fully as much consideration 
by the careful investor and analyst. 
Let us consider some of these other 
factors. 

Up to about twenty-five years 
ago the balance sheet was general- 
ly considered to be the most im- 
portant financial statement. With- 
in certain accounting conventions 
and limitations, it represents what 
a concern has, what it owes, and 
the investment of the owners or 
stockholders in the business. Up to 
that time financial statements were 
more generally used as a basis for 
the extension of credit than for 
other purposes. 

About twenty-five years ago the 
emphasis gradually shifted to the 
income account as the most im- 
portant financial statement. The in- 
come statement shows the receipts, 
expenditures, and profits, if any, of 
a business. Under this theory, a 
fairly close estimate of periodic 
earnings has come to be considered 
more important than the nature 
and size of the assets and the lia- 
bilities of a business. Financial 
statements have come to be used 
more as a basis for evaluating 
earnings and investments than for 
the extension of credit. 

Under this current theory, the 
fundamental problem of account- 


ing, if | may be just a little techni- 
cal, has become the division of the 
streams of costs between the pres- 
ent and the future. The income 
statement exhibits the costs as- 
signed to the current period, while 
the balance sheet exhibits the costs 
incurred but which are applicable 
to future periods. 

I should like to turn back the 
clock. I should like to emphasize 
the :mportance of the balance sheet 
and the distribution of its assets 
and liabilities in analyzing the 
financial condition of a business. 
I should like to do that for two 
basic reasons. 

1. All businessmen and most 
investors have some knowledge of 
the income statement. 

2. Knowledge of the healthy dis- 
tribution of assets and liabilities 
in a balance sheet often indicates 
charges that might well get into 
the income statement sometime in 
the future. 

There are six items in the bal- 
ance sheet that can become too 
large for‘ the health, wealth and 
prosperity of an industrial or com- 
mercial business. These are: 

. Receivables. 

. Inventory. 

. Fixed assets. 

. Current liabilities. 

. Funded liabilities. 

. The most ubiquitous item 
that centers around investments in 
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and advances to subsidiaries and 
afhliated companies, and advances 
to officers, directors and employees. 

There is one item in the balance 
sheet, which can become too small 
for the health of a business. That 
item is the net working capital, the 
difference between the current as- 
sets and the current liabilities. I 
should like to discuss the first six 
of these items. 

Receivables: Many failures and 
voluntary liquidations each year 
are brought about by heavy losses 
on receivables. Beginning last sum- 
mer, we have entered a period af 
normal everyday, keen competition 
that will separate the men from the 
boys. We have had fifteen years of 
hot-house economy and almost con- 
stant inflation. Bad debt losses 
have been at a minimum over these 
years. This fact is widely recog- 
nized by those whose business ex- 
perience runs back into the Twen- 
ties and the Thirties. 

Under a sound financial policy 
no substantial credit should ever 
be extended to one or two question- 
able risks. Every business must sell 
questionable risks. It is impossible 
to operate today and not do so. But 
sales to this category of accounts 
should be in small or moderate 
amounts and be spread over quite 
a number of customers. We are 
now entering a period of our econ- 
omy where losses of this nature 
will have a greater effect on the 
well-being of businesses than at 
any time over the past fifteen years. 
Inventories: Over the past three 
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decades quite a number of studies 
have appeared about business fail- 
ures. Several of those studies have 
been issued by our own organiza- 
tion and, in fact, I have made some 
personally. I have read carefully 
all of the studies that have ap- 
peared during this period, and 
about the most valuable informa- 
tion I can pass on to you is that 
there seems to be some inverse re- 
lationship between wholesale prices 
and business failures. As prices go 
up failures tend to go down, and 
as prices go down failures tend to 
go up. 

There would seem to be a logical 
explanation for this inverse rela- 
tionship. There are 2,500,000 ac- 
tive industrial and commercial en- 
terprises in the United States. Sev- 
eral hundred thousand are mar- 
ginal enterprises just balancing 
themselves on the brink of exist- 
ence. When the prices of the raw 
material they require or of the 
finished products which they han- 
dle move up, it is possible to sell 
their products at a slightly higher 
price than had been anticipated 
and in so doing obtain an expected 
inventory profit. That keeps many 
of the concerns in the land of liv- 
ing. Conversely, when prices drop 
it is often necessary to reduce 
prices below what had been antici- 
pated in order to sell in a com- 
petitive market, and that factor 
often involves losses, which bring 
on failure or voluntary liquidation. 

Fixed Assets: For every line of 
business activity there is a normal 
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percentage of tangible net worth 
(capital and surplus less any in- 
tangible items in the assets) that 
can be invested in real estate, 
buildings, machinery, equipment, 
tools, furniture and fixtures. Stud- 
ies made by trade associations, by 
schools of business administration, 
and by our own business indicate 
what this percentage is for various 
lines of business. Among industrial 
companies this proportion ranges 
from around 1 per cent for con- 
verters of cotton goods to approxi- 
mately 75 per cent for large inte- 
grated petroleum corporations. 

If a company has a greater per- 
centage of its tangible net worth 
invested in fixed assets than is 
normal for its line of business, its 
income account will be burdened 
with relatively heavy depreciation 
charges, and it will be at a com- 
petitive disadvantage. Moreover, if 
fixed assets are excessive, a com- 
pany will concurrently have a weak 
net working capital position, and 
if it is handling a normal volume 
of sales, a top-heavy debt. Both can 
be serious problems. In no case 
should the depreciated value of 
fixed assets be greater than three- 
quarters of the tangible net worth 
of a business, and in most lines of 
activity, appreciably smaller. 

Liabilities: Likewise, an _ un- 
sound financial condition develops 
with excessive current liabilities 
and with excessive funded (that is, 
bonds, mortgages, and debentures) 
liabilities. No business ever became 
financially involved without incur- 
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ring top-heavy liabilities, which 
then could not be met on time. 

The heavy liabilities might have 
come about through carrying 
heavy inventories, which in liqui- 
dation involved losses; by acquir- 
ing top-heavy fixed assets with a 
resultant weakening in net working 
capital; by acquiring other assets 
such as investing in and financing 
subsidiary organizations, assets 
which subsequently became frozen. 

Experience in analyzing many 
thousands of balance sheets in vir- 
tually all lines of industrial activi- 
ty, in good times and poor times, 
has indicated that a business tends 
to become vulnerable when (1) its 
current liabilities exceed three- 
quarters of its tangible net worth, 
and (2) if there is a funded debt 
of any nature, when that funded 
debt exceeds the net working capi- 
tal of the business. 

Investments in and Advances to 
Subsidiaries and Affiliates: Funds 
invested in subsidiaries and affli- 
ates and advances made to subsidi- 
aries, affiliates, officers, directors 
and employees tend to reduce the 
net working capital of a business. 
That is actually so to the extent 
that investments are permanent 
and to the extent that advances are 
increased from year to year and 
become frozen. 

Adequate net working capital is 
absolutely essential for the sound 
operation of any business and care- 
ful consideration should be given 
to any policy which impairs the ex- 
cess of current assets over current 
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liabilities. The unfortunate part of 
investing in subsidiaries and affili- 
ates, and making advances to sub- 
sidiaries, affiliates, officers, direc- 
tors and employees is that the orig- 
inal investment or advances often 
are small. Then they seem to grow 
from year to year until the man- 
agement suddenly awakens to a sit- 
uation that should never have been 
allowed to arise. 

In conclusion. I would empha- 
size the importance in analyzing 
businesses, of a thorough under- 
standing and knowledge of the bal- 
ance sheet and the healthy distribu- 
tion of assets, liabilities, and tangi- 
ble net worth. The great majority 
of corporations, which have be- 
come financially embarrassed or 
which have earned little or no 
profits, arrive there as a result of 
one or a combination of six un- 
sound financial policies. These six 
unsound financial policies are: 

1. The unwise extension of 
credit in large amounts to ques- 
tionable risks. 

2. Carrying inventories, which 
are out of proportion to net work- 
ing capital as well as out of pro- 
portion to net sales, a policy which 
often leads to substantial losses as 
prices fluctuate downward or are 
affected by obsolescence. 

3. Carrying an excessive invest- 
ment in fixed assets; that is, in real 
estate, buildings, machinery, equip- 
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ment, tools, furniture and fixtures. 

4. Incurring a top-heavy debt 
structure of current liabilities or 
current and long-term (funded) 
liabilities. 

5. Extension of top-heavy loans 
to officers, directors, employees, 
subsidiaries or affiliated organiza- 
tions or investments in such organ- 
izations, 

6. The payment of excessive sal- 
aries and dividends. 

Many businesses are operated 
and many management decisions 
are made on what appears will give 
the maximum of immediate profits. 
Let me suggest that the most suc- 
cessful businesses are those where 
management decisions are based 
on policies which will give, not the 
maximum of immediate profits, 
but the maximum of profits over 
the years. There is a tremendous 
difference between the bases of 
these two broad operating philoso- 
phies. 

Editor’s Note: This article has 
been condensed and rewritten by 
Mr. Foulke from the point of view 
of the practicing dentist, as a pro- 
ducer and an investor. The address 
was originally given before the 
Smaller Business Conference of 
the National Industrial Conference 


Board. 


99 Church Street 
New York 8, New York 
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BY WALTER J. GONWA, D.D.S.* 


IN MAKING their decision about 
where to locate, young graduates 
should consider the advantages of- 
fered by smail towns. 

I am basing my remarks on my 
own experience of practicing 39 


-years in a town of 1100 people, 


and also on the observations I have 
made of various other places. [ 
am proud of the members of my 
own component, Eastern Illinois 
State Dental Society, who have set 
a good example of what can be ac- 
complished in small communities 
with populations from 800 to 18,- 
000 people. They are financially 
successful, alert to the progress of 
their profession, and live full lives, 





*Epitor’s Notre: Doctor Gonwa is a for- 


mer president of the [llinois State Dental 
Society. 
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Illinois dentist tells why he 
thinks young graduates should 


consider locating in small 


towns. 


the goals for which we all strive. 
In traveling over the state, I have 
found the same situation in many 
places. 

Practice in a small community 
presents a much different picture 
today than it would have present- 
ed thirty years ago. This is the re- 
sult of many factors. 

People are realizing more and 
more the importance of mouth 
care and its relation to health, 
comfort, and esthetics. Much of 
this is due to the fine work of our 
State Health Department. Dental 
education has been brought to the 
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people through literature, radio, 
television, schools, parent-teacher 
associations, and by dentists tak- 
ing the time to explain mouth hy- 
giene to their patients. 

Through this education you 
have the opportunity to practice 
forms of dentistry of the highest 
type. 

I can remember when it took a 
real sales talk to make a patient see 
the advantages of roentgenograms. 
Now many expect them, and it is 
much easier to educate patients to 
the type of dentistry best suited to 
their particular case. 

The fee schedule has improved. 
This is due largely to dental eco- 
nomics meetings with a general ex- 
change of ideas and to efforts that 
our professional magazines are 
making to disseminate necessary 
information. This has been an im- 
pressive factor in bringing the fee 
schedule in the smaller community 
up to a par with that of the general 
practitioner in the city. 

Another important item is the 
expense involved in maintaining a 
dental practice. When the expense 
involved in maintaining a practice 
in a small community is compared 
with this cost in city practices, it 
is doubtful if there is much differ- 
ence in net gain. 

Today small communities keep 
pace with progress in all fields of 
human effort. Farmers have im- 
proved their farming methods 


through mechanization and bring- 
ing their land to higher productivi- 
ty by rotation and application of 
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new type fertilizers. Many of their 
sons study agriculture in college, 
and return to the farms. Now with 
electrification their homes are as 
modern as those found anywhere. 

This avidity to keep pace with 
progress naturally radiates to the 
small towns in that they too must 
constantly improve their homes, 
their businesses and their indus- 
tries. This all means more wealth 
in our communities. 

With the improvement of our 
road systems, competition has com- 
pletely changed. The fact that there 
is only one dentist in a town, does 
not mean that he has no competi- 
tion. While some patients may go 
to other towns, by the same token 
the dentist has the same chance of 
attracting patients from a much 
larger area. 

Also, it is easier for us to com- 
mute to and from cities and places 
of interest that we may want to 
see. 

With radio and television we are 


kept up to the minute on all news 


and entertainment in much the 
same fashion as are residents of an 
urban area. 

One has ample opportunity in 
the small community to indulge in 
one’s avocation, whether it be gar- 
dening, photography, fishing, hunt- 
ing, or golf. 

Our schools have continued to 
improve over the years. Now with 
consolidation the one-room school 
is rapidly becoming purely nostal- 
gic in our culture and is being re- 
placed by modern, adequate physi- 
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cal plants, staffed by trained teach- 
ers, a modern transportation sys- 
tem for pupils, hot lunch programs, 
and all forms of athletics. 

The young dentist who chooses 
a small community for his practice 
will find people filled with pride in 
what they have to offer in the way 
of a future home. With limited 
population they strive to progress 
as rapidly as possible. They will 
always be willing to advance and 
support improvements for their 
community. A friendly “let me 
help you” attitude exists. The small 
town offers a greater opportunity 
for closer contact, a better chance 
for a new dentist to become ac- 
quainted and a better opportunity 
for the work of the dentist to be- 
come known. 

As to the religious aspect, which 
is something without which no one 
can live a full life, you will find an 
excellent outlet for whatever your 
particular religious preference may 
be. All denominations cannot be in 
every small community, but one 
can always find the church of his 
choice without traveling too far. 

In these critical times all Ameri- 
cans feel keenly the great civic re- 
sponsibility that is their invaluable 
heritage. A small community gives 
the younger citizens vast opportuni- 
ties for engaging in all its activities, 


in its churches, service organiza- 


tions, dnd government. All citizens 
should enter into these activities, 
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not with thought of monetary gain, 
but rather, realizing that this is the 
best assurance that we can pass on 
to future generations those parts 
of our culture that have been re- 
sponsible for our present-day en- 
vious position among world pow- 
ers. 

I am not discriminating against 
city practice because dentists are 
needed there as well as in small 
communities, but for years the 
trend has been for more young 
graduates to locate in the cities 
than in the smaller communities. 
While this situation has improved 
somewhat, there still is no equi- 
table distribution of dentists be- 
tween cities and small towns. 

I should like to urge all young 
graduates, who are looking for a 
place to locate and want to live a 
well-rounded and_ successful life 
with a great opportunity for growth, 
to investigate the smaller commun- 
ities before making a final decision. 

You will find your fellow den- 
tists willing to help in every possi- 
ble way. 

Let us conduct our practices and 
personal lives in such a manner 
that, wherever we may be, we will 
be a credit to a valuable profession. 
There is a place for every one of 
us and a job for us to do. Let it 
be said that this will be a job well 
done. 


Chrisman, Illinois 





A Dentist Invented 


Wireless Telegraphy 


BY FRANCISCO VERAY MARIN, 
D.D.S.* 


SIXTEEN YEARS before the birth of 
Guillermo Marconi in April 1874, 
a studious young American named 
Mahlon Loomis had undertaken 
studies on the subject of electricity, 
having conceived the idea of in- 
venting an apparatus for tele- 
graphic communication without 
wires. But it was not until 1865 
when he made the discovery of 
wireless telegraphy that he called 
it “aerial telegraphy.” By this time 
he had already obtained a dental 
degree, was called Doctor Loomis, 


*Translated by Marcella Hurley from the 
book by Doctor Veray Marin, “‘Det AYER 
DE NvuESTRA PrROFESION” (Our Profession of 
Yesterday), Yauco, Puerto Rico, Imprenta 
Rodriguez Lugo, 1953. Doctor Veray Marin 
is Editor of the Revista Dental of the Col- 
lege of Dentists of Puerto Rico. 
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and was practicing his profession 
in the capital of the Nation. 
Doctor Loomis was born in Op- 
penheim, New York, July 21, 1826, 
and from the time that he was a 
child he was characterized as an 
“inventor of something.” In line 
with the various hobbies and di- 
versions followed by him and his 
young friends, he dedicated him- 
self to reading and studying the 
books on science that came into his 
hands; always his curiosity was 
piqued and he wanted to learn all 
that he could of the curious, the 
ridiculous, the absurd. In 1897 the 
Italian, Guillermo Marconi, sent 
his first wireless message a distance 
of nine miles in England and also. 
fortunately for him, he acquired 
the title of “Inventor of Wireless 
Telegraphy” because of the apathy 
and the slight attention paid by the 























November 1954 
Mahlon Loomis (1826-1886) 
of New York State was first to 
obtain a patent on a wireless 


system with radio theory. 


Congress of the United States to 
the discovery of Doctor Loomis 
years before, when he asked that 
group for economic assistance on 
behalf of his invention. For this 
reason the United States does not 
have the honor of giving to the 
world one of the greatest and most 
important inventions for the prog- 
ress of civilization. In 1866, while 
Doctor Loomis was practicing his 
profession of dentistry, he demon- 
strated perfectly with his invention, 
in the presence of eminent scien- 
tists and electricians, that he was 
able to speak telegraphically be- 
tween two stations. This occurred 
between two places that were sep- 
arated by a distance of eighteen 
miles in the State of Virginia. 
“From each peak, an ordinary 
kite was elevated, connected with 
an insulated copper wire attached 
at the lower end to a telegraphing 
apparatus. The operators of each 
part were provided with telescopes 
with which they could watch from 
one station to another and read the 
signals. When all was in readiness, 
a message was sent along the wire 
of one kite and was received at the 
station on the other mountain-top 
just as though the two kites had 
been connected with a wire in the 
ordinary way. Communications 
were kept up until the fact was 
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thoroughly demonstrated that tele- 
graphing could be done as readily 
without as with connecting wires. 
Shortly thereafter, Doctor Loomis 
made a successful experiment in 
communication between vessels sta- 
tioned two miles apart in Chesa- 
peake Bay.”! 

Doctor Loomis obtained docu- 
ments covering the patent for his 
invention July 30, 1872, and from 
that time until his death in 1886 
he experienced struggles, bitter- 
ness, vicissitudes, and discourage- 
ments, trying to have his invention 
recognized. 

This all formed a most interest- 
ing and moving episode in the 
history of American inventions, be- 
cause Doctor Loomis requested 
from the Congress the sum of 
$50,000 in order to develop his in- 
vention. This he was denied, and 
moreover he was ridiculed as hav- 
ing invented “something foolish 
that goes through the air,” and 
many other mortifying criticisms 
were made of him by various 
Congressmen and by a certain sec- 
tion of the press of those days, 
although there were some who be- 
lieved in the truth of his discovery. 
One of the most ardent defenders 
of his invention who tried to aid 
Doctor Loomis was the Honorable 
O. B. Conger of Michigan who, in 
1872, refuted the legislators who 
laughed at the project of “aerial 
Loomis” as a ridiculous chimera, 
and proclaimed the value of the 





1 Adair, R. B.: Contributions Dentists Have 
Made Outside of Their Profession, Volume 
13, JADA (October) 1926. 
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LOOMIS PIONEERED IN RADIO TRANSMISSION 


A. T. Story, English author, in his Story oF WIRELESS TELEG- 
RAPHY concedes that Doctor Mahlon Loomis is credited as being 
the first experimenter to conceive the idea of utilizing the elec- 
tricity existing in the atmosphere for the purpose of establishing 
electrical communication between distant places. 

Robert H. Marriott, the first president of the Institute of Radio 
Engineers, writing in Radio Broadcast, December 1925, an outline 
history of radio, gives these facts: 

“Francisco Salvia, Spanish physicist, wrote a ‘recipe’ for wire- 
less in 1795 and his scheme, had it worked, would have been wire- 
less but not radio; Morse built a wireless which worked across 
narrow bodies of water, in 1842, but this was not a radio; Maxwell 
wrote a theory for radio in 1867, but this was not worked out until 
1886 by Hertz; Loomis patented a wireless in 1872 and his patent 
was not only for communicating without wires but for taking the 
electricity to do it with, from the atmosphere. The idea of Loomis’ 
patent worked according to radio theory. He wanted to make static 
send messages. In 1879 Hughes made and used a radio but let only 
a few friends in on it; Dolbear patented one in 1886; Hertz then 
made his radio system in 1886 and that led others into the radio 


of today.” 











discovery of that studious and 
competent man of science. After 
many debates and heated discus- 
sions, Mr. Conger brought about 
the passage of a bill authorizing 
the “Loomis Aerial Telegraphic 
Company,” which was approved 
and signed by President Ulysses 
S. Grant, in 1873.” Unfortunately, 
Congress paid no attention to the 
invention of Doctor Loomis and 
overlooked the $50,000 appropria- 
tion authorized by the law. It was 
not the first time that the Congress 
destroyed the aspirations of the 





2Columbia Encyclopedia, Columbia Univer- 
sity Press, 1935. 





Dentist Loomis, for in 1869 Sena- 
tor Sumner of Massachusetts made 
the first attempt to have a law 
passed that would provide for an 
appropriation for Doctor Loomis 
so that he could manufacture the 
apparatus he needed. 

The wireless telegraphy experi- 
ments of Doctor Loomis were al- 
ways surrounded by heavy clouds 
of misfortune, for before petition- 
ing Congress for assistance, he ob- 
tained aid from some capitalists in 
Boston in order to establish a com- 
mercial basis for his discovery. 
Unfortunately, when all the papers 
had been signed, came the “Black 
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Friday” in Wall Street in the year 
1866, which is remembered in the 
history of the United States as the 
beginning of the Nation’s most 
serious panic. In it the benefactors 
of Doctor Loomis lost their entire 
resources. Then the dentist inven- 
tor, with great patience and tran- 
quillity in his soul, dedicated him- 
self exclusively to extracting teeth 
and performing dental service for 
his patients. Little by little he 
saved enough money for a trip to 
Chicago in the year 1871. There 
he hoped to establish relations with 
businessmen of wealth, interest 
them in wireless telegraphy, and 
obtain financial aid for his under- 
taking. But again he was dogged 
by misfortune that destroyed all 
the happiness that was in store for 
him. Mrs. O’Leary’s celebrated cow 
knocked over a kerosene lamp, 
which produced the terrible Chi- 
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cago fire, considered one of the 
most serious conflagrations of its 
kind in the world; the fire that 
has been so often a subject of nov- 
els, newspaper articles, songs, and 
hundreds of motion pictures in the 
United States. The flames convert- 
ed a great deal of the City of Chi- 
cago into ashes and reduced to 
poverty the bankers who had of- 
fered to aid Doctor Loomis. 

Even today many economic in- 
stitutions and scientific organiza- 
tions of America lament the inat- 
tention of the Congress in the days 
Doctor Loomis was working on his 
discovery, the rejection of which 
deprived the United States of the 
pride of having one of her citizens 
named as the inventor of one of 
the most rapid kinds of communi- 
cation the world has ever known. 


Yauco, Puerto Rico 


GREAT BRITAIN IN URGENT NEED OF DENTISTS 


AN ACUTE shortage of dentists is threatening the British Isles because 
the practice of dentistry is remuneratively unattractive here, according 
to the British Dental Association, which has instigated an inquiry into 
the problem through Mr. lan Macleod, Minister of Health. Reasons for 
the shortage are that fewer young people are entering the profession and 
the average age of the profession is high—about 55—with many retire- 


ments imminent. 


According to Mr. Macleod, around 20,000 dentists are needed to 
serve the public efficiently. At present there are not more than 12,000 
in active practice. Soon, it is expected, the number will drop to below 


10,000. 


Now, for the first time since the war there is a marked drop in the 
number entering dentistry. There are openings for nearly 500 new den- 
tal students every year; the present total is below 400, of which about 
one-fourth are from overseas and are unlikely to practice in Britain.— 


The Pittsburgh Press. 
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BY PHILIP PARKER, D.D.S. 


EVERY generation of professional 
men needs someone to bring it up 
short by saying, “Look here; your 
writing is becoming alarmingly 
technical; for heaven’s sake do 
something about it!” 

A physician, Doctor S. S. Tor- 
civia, wrote to the Journal of the 
American Medical Association ap- 
pealing to the editor and to other 
scientific editors to do something 
about the fact that most scientific 
treatises are unreadable so far as 
the great majority of physicians 
are concerned. 

In substance, he said that he has 
discussed this situation over a peri- 
od of ten years with other phy- 
sicians, and they feel that most au- 
thors presuppose on the part of the 
reader an intimate and _ fresh 
knowledge of certain subjects that 
the reader does not possess. He 
also complains that the articles are 
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not written in familiar terms and. 
as a result, their value is mini- 
mized. He suggests that anything 
that will make reading easier or 
provide a quicker grasp and faster 
insight is worth while. 

To which we dentists can utter a 
resounding “amen”! Eagerly we 
turn the pages of our austere sci- 
entific journals only to become 
more convinced that they are 
prime examples of “such reading 
as is never read.” Merely to scan 
the titles is enough to wrinkle the 
brow of the average dentist. 

Each month we venture forth 
bravely to master such obvious 
learning but find it hard going. 
“But,” we reason, “surely there 
must be diamonds under the thick 
rock.” So we pile the journals on 
the top of our desks hoping to 
study them at a later date but, alas, 
we never get around to them again 
because of the avalanche of litera- 
ture clamoring for our attention— 






















A4 


ro mt oe eet a eee 


\yu om VS ve 4 


2 mm FY ( e& GW = 


s — 








November 1954 
New York author believes den- 
tal journals would be of more 
value to practitioners if they 
used less technical language. 


to say nothing of newspapers, mag- 
azines and books in the what-we- 
must-do-to-be-saved and _ whither- 
are-we-drifting species that are re- 
quired in this age of anxiety. 
Seldom do we find science 
writers with something to say and 
an arresting and lively way of say- 
ing it. Instead we are constantly 
plied with an enormous amount of 
complicated treatises in which the 
technical details are expounded 
with such verbosity that the main 
conclusions are virtually impossi- 
ble to find. And when they make 
use of statistics, they use them as a 
drunken man uses a lamppost, for 
support rather than illumination. 


Human Limitations 

If mental energy were inex- 
haustible, it might not matter that 
we expended good effort trying to 
understand this sort of writing, but 
the human mind is capable of only 
a limited amount of concentration. 
Besides, the harder one wrestles 
with these writings the more baf- 
fling they become, until the har- 
assed reader begins to question his 
own intellectual equipment. It is 
therefore encouraging to find 
someone doing battle against such 
writing. 

The late Professor Ernest A. 
Hooton, renowned Harvard an- 
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thropologist, points out, “Science 
need not be clothed in sackcloth 
and ashes and knowledge is not 
necessarily expounded in accents 
of lugubrious pomposity.” Galileo 
wrote his controversial treatise as 
witty and vigorous dialogue in the 
common tongue. Humphrey Davy 
and Michael Faraday presented 
their discoveries in chemistry and 
physics to rapt audiences, and Dar- 
win’s “Origin of The Species” was 
a best seller. 

But for the most part, scientists 
have been edging away from 
everyday language to invent new 
languages. Change is inevitable in 
language, but medicine and den- 
tistry have lapsed into a jargon 
that is nearly impenetrable. There 
has also resulted the practice of 
using different names for the same 
disease. The condition character- 
ized by looseness of the teeth and 
suppuration of the “gums” has 
been called scurvy of the “gums,” 
Riggs’ disease, pyorrhea alveolaris, 
and finally that jaw-cracker, “peri- 
odontoclasia.” 

Big-word-rigmarole has always 
had its staunch defenders. When 
Doctor Oliver Wendell Holmes was 
a young man and wished to il- 
lustrate that prevention is better 
than treatment, he quoted the 
words of the mother to her child. 
who had a poisonous berry in its 
mouth, “Spit it out!” To such an 
extent did this simple statement an- 
noy a well-known New York prac- 
titioner that he advised the Massa- 
chusetts Medical Society to 
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spit out the offending speaker. they expect the rest of us to read 

More and more, nowadays, the them, they should take pains to 
articles in professional journals set down what they want to say 
contain the element of complexity clearly and without confusion so 
that is the window dressing of sci-_ that any dental practitioner any- 
ence. By and large these scholarly where can understand them. Other- 
treatises can be understood by only _ wise, they might as well save their 
a few profound scholars. If they breath to cool their porridge. 
insist on taking in one another’s 1801 Marmion Avenue 
washing, all well and good, but if Bronx, New York 


THE FACE IN DIAGNOSIS 


CERTAIN ACUTE illnesses may be diagnosed by a glance at the face. In a 
typical case of lobar pneumonia, for example, the bright eyes, the malar 
flush (often unilateral), the active alae nasi, and labial herpes constitute 
an unmistakable picture—though in many instances of pneumonia the 
general appearance is far from typical. Facial erysipelas is another acute 
illness which permits of immediate diagnosis, as may measles, scarlet 
fever, and mumps. There are many other eruptions, of course, some 
limited in distribution to the face, some in which the face participates 
with the skin of the body as a whole.—Postgraduate Medicine. 


R.S.V.P. 


IT HAS been said that effective psychotherapy for the mild anxiety states 
can be summed up by the letters R.S.V.P. “R” stands for reassurance. 
“S” stands for suggestion, which includes everything from verbal sug- 
gestion to hypnosis, as well as the occasional use of mechanical devices 
such as high frequency currents, massage, and relaxing exercises. “V” 
stands for ventilation. It is extremely important to allow the patient to 
talk about his troubles. This requires patient listening by the practi- 
tioner. “P” stands for persuasion. The patient must be persuaded to per- 
severe in his efforts to get well, to cooperate with his physician, to attend 
to his physical as well as to his mental hygiene, not to rely too much 
upon pills and potions, and to participate in activities of which he for- 
merly was afraid——Gorpon R. Kamman, M.D., Journal Lancet. 


KNOWING A MAN’S HABITS 


You May as well try to pick up a man’s shadow and carry it away as to 
treat his physical ills without knowledge of the habits that so often help 
to make him sick and the character of which these habits are the fruit.— 
RicHarp S. Casot, M.D., Prevention Magazine. 
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Rapid Tooth Destruction 


Indiana dentist reports unusual case of rampant caries at dental 
school clinic. 


How FAST can dental caries destroy a tooth? As an example, consider 
the following case history: A woman of 45, long past the age when one 
expects rapid caries destruction, came in for a full-mouth roentgeno- 
graphic examination prior to a series of scalings for dense sub-gingival 
calculus. She had the treatments, and then, as is so often the case, neg- 
lected to return at the proper interval. At the end of fifteen months she 
returned with the complaint that she had lost a part of one of her teeth. 
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The patient reported that she was probably not in optimum health, 
and that she had lost a “little” weight during the past year. However, 
she had worked every day, had not visited a physician recently, was not 
going through the menopause, and had no notable signs or symptoms 
of a systemic disturbance. 

Reference to her previous F-M roentgenograms showed a tooth ap- 
parently intact and yet, fifteen months later, bitewing roentgenograms 
showed that there was nearly a pulpal involvement on the mesial of 
the lower left second molar. The accompanying cuts show the difference. 

Can any of the readers of ORAL HYGIENE send a well-authenticated 
case of more rapid tooth destruction than this one?—-EVERETT R. Amos, 
D.D.S., Indiana University School of Dentistry, Indianapolis, Indiana. 
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BY HOWARD F. SNEVEL, D.D.S. 


PERIODONTAL disease is one of the 
most common afflictions of man- 
kind. It is responsible for the loss 
of more teeth than all other causes 
combined. In one survey of 6000 
patients who received regular den- 
tal care, those at the age of 20 
had two extractions, and by the 
age of 50, averaged over twenty- 
one extractions, mostly because of 
periodontal disease. A survey con- 
ducted by the Bureau of Economic 
Research of the American Dental 
Association covering a group of 
over 15,000 white men and 22,000 
white women disclosed the fact 
that in patients over 39 years of 
age in women and 34 years of age 
in men, periodontal disease was 
the reason for between two and 
three times as many extractions as 
dental caries, also that the perio- 
dontal cause in men was over 50 
per cent greater than that in wom- 
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Poriodontia 


en. It can be safely assumed that 
about 70 per cent of the cause 
of tooth loss after the age of 40 
is periodontal disease, much of 
which began in childhood. 

Isaac Schour, of the University 
of Illinois, showed that over 50 
per cent of children and adults had 
gingivitis, and one out of six of 
the children showed definite perio- 
dontal disease. 

Today, with four times more 
people over the age of 50 than 
there were thirty years ago, perio- 
dontia becomes dentistry’s number 
one responsibility. 

Now let us try, if we can, to re- 
concile the foregoing statements 
with the following: 

A national survey brought out 
some interesting facts. About 2 
per cent of graduating students 
were interested in the specialty of 
periodontia. Sixty per cent were 
interested in exodontia. Forty 
hours constituted the average in- 
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Survey reveals many dentists 
are indifferent to the high in- 


cidence of periodontal disease. 


struction in periodontia. In most 
dental colleges, anyone on the 
staff, regardless of his qualifica- 
tions, was entitled to diagnose 
periodontal conditions. Fifteen 
hours of instruction is the average 
before a dental student is allowed 
to treat patients. Nine completed 
cases was the average before grad- 
uation. Only twenty-six out of 
forty-six dental schools have sep- 
arate departments of periodontia. 
The average number of lectures 
is forty. There are 1.4 qualified 
full-time periodontal instructors 
per college. Only twenty-seven 
schools require completion of a 
periodontal patient. Hourly re- 
quirements in the periodontal clinic 
ranged from twenty-five to three 
hundred. 

In the list of approved dental 
internships listed in the May 1954 
Journal of the American Dental 
Association, only four hospitals in 
the entire United States offered 
periodontal training—to a grand 
total of five dentists! Only one 
offered an internship of sufficient 
length to qualify for specialization. 

In a questionnaire sent out by 
a prominent dental society for 
1954-5, asking dentists to check 
what they would like most in ex- 
tension courses, periodontia was 
not even listed. 
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According to a nation-wide poll, 
65 per cent of dentists listed full 
denture construction as the great- 
est means of financial return. Peri- 
odontia rated 3 per cent. Forty- 
six per cent of dentists listed pros- 
thetics and oral surgery first choice 
of topic for limited attendance 
clinics—periodontia rated 7 per 
cent. 

The conclusion is obvious. If 
we, as a profession, are to fulfill 
our patient obligation, it behooves 
us to do something about it. Den- 
tal authorities state that about 40 
per cent of the average practice 
should be devoted to periodontia. 
Yet, let us face it, a considerable 
percentage of dentists will not, 
or do not even take the time to 
properly educate patients in the 
methods and importance of home 
care, and in the difference in den- 
tifrices and toothbrushes (not ad- 
vertisers claims). Most patients 
ask, at one time or another, to 
have their “teeth cleaned.” Most of 
them expect a thirty-minute job 
and a thirty-minute fee, and if we 
will be honest with ourselves, they 
usually end up with a dental “shoe 
shine.” 

A proper periodontal diagnosis, 
in cases requiring such a diagno- 
sis, involves adequate roentgeno- 
grams, models, diet history, gen- 
eral health history, plus visual and 
digital examinations. There is no 
other field in dentistry that re- 
quires more skill, training, and 
knowledge. There is no reason 
why a qualified dentist should not 
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receive a fee for such service, 
commensurate with the time and 
skill involved and the patient’s 
ability to pay. If we are to fulfill 
the normal obligations of our pro- 
fession, the patient is at least en- 
titled to “know the score” and to 
make his own decision as to 
whether or not he is desirous of 
adequate periodontal service. 
The prevention of dental disease 


TELLING THE PATIENT 


ON THE part of the physician, there is an unbelievable misconception of 
the medical sophistication of the average citizen. Led astray by the many 
articles in the lay press, the physician often feels uncomfortably that the 
patient is a short step behind him in medical knowledge and is literally 


panting down his neck. 


Because physicians need to be secure and because it is necessary to im- 
press the patient with their ability, they discuss the medical aspects of the : 
patient’s problem in terms completely unintelligible to the patient. Prob- 
ably psychiatry has led the field in contributing supposedly scientific 
terminology to the vernacular of the populace. A tremendous amount of 
scientific knowledge is necessary to understand even the simple medical 
problems. Yet physicians often blithely assume that they are talking to 
a contemporary specialist in the field, and therefore, explain complicated 
medical and surgical problems to patients in such a way that they are 
entirely incomprehensible. In internal medicine they discuss with pa- 
tients the developments in steroid chemistry that may be expected next 
month, while in surgery they discuss renovations and rearrangements of 
the upper part of the abdomen that could be expected to baffle an anato- 


mist. 


The patient, glad for the personal attention and the camaraderie ex- 
pressed by such an interview, nods his head sagely, forms a hundred 
misconceptions, and finally concludes that whatever is wrong with him 
is certainly serious and is only equalled in complexity by the cure that is 
being proposed.—Davip A. Boyp, M.D., Wisconsin Medical Journal. 
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and the saving of teeth constitute 
our responsibility. Judging from 
the statistics now at hand, the prin- 
ciple interest seems to lie in extract- 
ing teeth and making dentures. 
The “monetary devil” rears its 
ugly head and that is, beyond a 
doubt, a dental tragedy! 


714 Rose Building 
Cleveland, Ohio 




































Dentists in the NEWS 





Tampa (Florida) Tribune: First Lieu- cording to 66 per cent of the audience 
tenant George W. Morrison, a dentist of 915 who were queried on their opin- 
of Tampa, Florida, carved himself a pri- ion. Twenty-eight per cent thought it 
vate niche of fame by transplanting a was as good as the first feature shown 
corner of Florida to the Korean country- in this new medium. CINERAMA HOLIDAY 
side during his sixteen months’ service will be released for showing in thirteen 
with the armed forces. Doctor Morrison theaters throughout the United States 
laid out a garden and grew such delica- and two in Europe early next year. 
cies as cannonball watermelon, string 
beans, sugar corn, beets, turnip greens, Fort Benning (Georgia) Army Times: 
okra, and honeydew melons. He credits Among other talents, Captain Arnold 
his mother, Mrs. Carlyle Morrison, with Boston, dentist with the 82nd Airborne 
starting the whole project. She “haunt- Division, is one of the best-known card 
ed” Tampa seed stores, mailing her son artists on the East Coast. Not only can 
packets of everything she could find, he deal any poker hand he chooses, but 
including seeds for zinnias and other any five cards anybody suggests, using 
brightly colored flowers. a standard deck of fifty-two cards. 

When Doctor Morrison returned to Doctor Boston is a 29-year-old dentist 
Tampa on leave, he was modest about who worked his way through University 
his service although he received a com- of Pittsburgh School of Dentistry doing 
mendation medal, and the assurance magic tricks. He reports that he has 
that his garden brought pleasure to been doing them all his life and that it 
many of the officers as well as enlisted took him over 12 years to master the 
men. Doctor Morrison was stationed at poker routine. In 1952 Doctor Boston 
the Chinese Communist Prisoner of War did a show on a nation-wide television 
Command on the island of Chej-Do. He hookup over NBC channels for 26 
worked with the “friendly,” anti-Com- weeks. He has also given performances 
munist prisoners. Besides gardening, he _ in almost all the hospitals in and around 
took more than 1000 colored photo New York as well as in service clubs. 
slides. 

: Pittsburgh (Pennsylvania) Post-Ga- 
Chicago (Illinois) Sun Times: Cin-  zette: Doctor Marvin Sniderman, 5633 
ERAMA Howipay, starring Doctor and Callowhill Street, a dentist with price- 
Mrs. John Marsh of Kansas City, less ingenuity, has devised a simple 
Missouri, in a European tour, is ready gadget that can change the dreary lives 
for release as the second Cinerama film. of hundreds of victims of poliomyelitis. 
The Marshes, who were selected from This device, which can be sold for 75 
several hundred midwestern couples for cents, is a custom-built mouthpiece with | 
the free trip to Europe, were featured an elongated stem that enables children 
in Orat Hycrene’s PicturE Or THE and adults, deprived of the use of their 
MontH in April 1954. The film, which arms, to write, use a typewriter, play 
was previewed in New York, is better the piano, paint, turn the pages of a 
than the first Cinerama production, ac- book, or dial a telephone. 
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Deep personal interest guided Doctor 
Sniderman’s professional skills in de- 
veloping the versatile mouthpiece. His 
wife was stricken with poliomyelitis 
while he was on duty in the Army. Dur- 
ing the time she was under treatment 
in the Georgia Warm Springs Founda- 
tion, Doctor Sniderman worked with an 
occupational therapist, Lucy I. Hollis, 
on his little invention. They co-authored 
an article for the American Journal of 
Occupational Therapy, describing the 
new mouthpiece. 

Any patient with upper extremity 
paralysis, including victims of paralytic 
strokes, amputees, and some cerebral 
palsy cases, could use this appliance, 
according to Doctor Sniderman. 


Portland (Oregon) Oregonian: There 
seems to be a peculiar connection be- 
tween dentistry and baseball, according 
to L. H. Gregory, sports editor of the 
Oregonian. He reports that Casey Sten- 
gel was at one time a dentist. From that 
he moved on to his present position as 
manager of the five-way pennant and 
world’s series winning New York 
Yankees. 

Another baseball expert was James 
Thomson (Doc) Prothro, who played 
third base for Portland in 1927. He went 
on to manage the Phillies for a couple 
of seasons, but his great fame was 
gained as player manager, later as 
owner at Memphis, where he became 
wealthy. 

Now Jay Dean, Oregon State’s ambi- 
dextrous-throwing and .456 hitting first 
baseman, who was selected as college 
all-American first baseman, is going to 
become a dentist. 


Dallas (Texas) News: The home of 
Doctor and Mrs. Ira E. Nash at 4702 
Bryan, is a combination museum and 
zoo. As Doctor Nash is an accomplished 
carver, the front lawn of the home is 
really a complete replica of a mountain 
village. In the back yard there are 
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cages of monkeys and snakes and pens 
for several Chihuahuas. Inside their 
home the Nashes have a collection of 
parrots and many beautiful examples 
of wood sculpture. Over the mantle in 
the living room, Doctor Nash has placed 
his finest work, THE Last Supper. This 
is carved—including the frame—from 
a single piece of sugar pine. 


Long Island (New York) Daily Press: 
Doctor Elias Thall of 122 Liberty Ave- 
nue, Richmond Hill, found a wallet con- 
taining $1,732 as he was walking along 
the street. On returning it to the owner, 
James W. Parson, he found that the 
young man had just withdrawn the 
money from the bank to pay moving ex- 
penses. Pleased at Doctor Thall’s hon- 
esty, Parson rewarded him by turning 
over $100 to the dentist’s favorite 
charity. 


Brooklyn (New York) Eagle: In 
Brooklyn’s large Negro populition, one 
of the distinguished personalities is Doc- 
tor Walter N. Beekman, a practicing 
dentist at the age of 75, who was the 
first Negro member of his profession to 
be licensed in the State of New York. 

Doctor Beekman, as an official of the 
New York African Society for Mutual 
Relief—the oldest such organization in 
this country—has long interested him- 
self in the history of his people and the 
work of the society, which was founded 
in 1787. He worked his way through 
dental school by peddling coal, wood 
and ice in his off-study hours. 

During the years that followed, Doc- 
tor Beekman has been honored many 
times. In 1913 he was the guest of the 
Brazilian Government at the first Pan- 
American Dental Congress. Later he 
was selected by Mayor Jimmy Walker 
to serve on the Washington Centennial 
Committee, and in 1944 he was ap- 
pointed by Governor Dewey as a mem- 
ber of the State Committee on Discrim- 
ination in Employment. The latter group 
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paved the way for the establishment of 
the existing anti-discrimination laws of 
the state. These and many other inter- 
esting facts of Doctor Beekman’s life 
have been published in a story by Sid 
Frigand in the Brooklyn Eagle. 


Milwaukee (Wisconsin) Journal: Since 
his student days in Marquette Univer- 
sity School of Dentistry, Doctor J. M. 
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Gules has been interested in boxing. He 
has been active in Golden Gloves com- 
petitions and has managed many boxers. 
Now he is trying to revive boxing in 
Milwaukee, which was once known na- 
tionally as a boxing center. In his free 
time he plans to train home boys for 
his bouts. Doctor Gules is a member of 
the Marquette dental faculty in the De- 
partment of Oral Pathology. 











Awards for items submitted for this month’s DENTIsts IN THE NEws 
have been sent to: 

Harry Maeth, D.D.S., Mosinee, Wisconsin 

E. F. Risch, D.D.S., 312 11th Street, Brooklyn, New York 

Gerald Westreich, 88-24 150th Street, Jamaica 35, New York 

Mrs. F. L. Bradley, 4026 Herschel, Dallas 19, Texas 

Mrs. E. A. Troxler, 500 Hillside Drive, Greensboro, North Carolina 

Betty Sears, 2915 S. E. Caruthers, Portland, Oregon 

Major Alexander Grower (DC), 267 Main Street, Portland, Connecticut 

Ruth Blackmer, 4022 Barcelona Avenue, Tampa 9, Florida 


CAN YOU USE A DOLLAR? 


To EVERY READER who contributes a newsworthy item, something unusual about a 
dentist, which is published in Dentists in the News, we will send promptly a crisp, 
new one-dollar bill Every clipping must be taken from a newspaper and carry the 
name of the publication and the date line Clippings submitted cannot be returned. 
When more than one copy of a clipping is submitted, the first one received will be 
used. Send all items to Dentists in the News, Orat Hycrene, 708 Church Street, 
Evanston, Illinois. 


WHAT IS AN ORAL SURGEON? 


FOLLOWING discussion on the definition and scope of oral surgery with 
special attention to the action in this regard of the House of Delegates 
of the American Dental Association, the committee of the Board voted 
to accept the definition, as adopted by the American Dental Association 
at its meeting on September 30, 1953: 

“The specialty of oral surgery is that part of dental practice which 
deals with the diagnosis, the surgical and adjunctive treatment of the 
diseases, injuries, and defects of the human jaws and associated struc- 
tures. 

“The scope of the specialty of oral surgery shall include the diagnosis, 
the surgical and adjunctive treatment of the diseases, injuries, and de- 
fects of the human jaws and associated structures within the limits of 
the professional qualifications and training of the individual practitioner 
and within the limits of agreements made at the local level by those con- 
cerned with the total health care of the patient.”—-Proceedings of the 
House of Delegates of the American Medical Association, 1954. 








EDITORIAL COMMENT 


“Give me the liberty to know, to utter, and to argue freely 


according to my conscience above all liberties.”” John Milton 


CHARITY IN DENTAL PRACTICE 


THERE ARE two forms of charity in dental practice. When we give some 
deserving person services that he urgently needs we are expressing one 
form of charity. The other kind of charity is more subtle: it includes 
the attitudes that we hold and the words that we use to express our 
opinions about another dentist. Charity is more than almsgiving and the 
performance of good works. It is an attitude of mind and a discipline of 
the tongue. A dentist is in a position to be bountifully charitable or 
grossly uncharitable in his attitudes and his words directed toward his 
colleagues. 

How may a dentist offend against charity? He does it by unfriendly or 
disparaging remarks. Sometimes he performs it by the flicker of an eye- 
lash, the significant elevation of an eyebrow, or by a tone of condescen- 
sion in his voice. 

The assaults that a dentist deals against his colleagues are not often 
done in the heavy-handed fashion of direct and specific criticism. He 
presents no bill of particulars but spreads an aura of doubt and mis- 
trust. He gives the impression of his special knowledge and skills over 
those possessed by a dentist who previously treated the patient. He is not 
forthright enough to make an outright declaration such as: “I am much 
better than the dentist who treated you before.” or “This inlay that Doc- 
tor X made is no good, because it has overhanging margins, a weak con- 
tact point, or poor esthetic form. Doctor X should have his license taken 
away from him.” Such forthright declarations would not be considered 
to be such by the patient. He would likely catalog them as the expres- 
sions of an opinionated bore or a chronic malcontent. In any case a 
patient would classify such a dentist as a blunt and completely obnoxious 
person. Too much self-laudation, or too much assertive criticism of 
another, do not accomplish the objective: of making friends and winning 
patients. They generate antagonism toward the one who makes the re- 
marks rather than toward the intended victim. 
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The subtle stratagem of uncharitableness is to imply that the other 
fellow is grossly incompetent, ignorant to an unhappy degree, generously 
deficient of all skills. If the victim is known to the originator of the 
remarks, there is sometimes a concession made to the noble character 
of “good old Gus.” The implication is that despite his nobleness “good 
old Gus” is an oaf and one utterly out of place in dental practice. A 
good fellow, to be sure, but not as a dentist. If the victim is unknown 
in person to the detractor the thin overtones of friendship are dispensed 
with, and emphasis is on the colossal ignorance of the victim, not by 
direct words but by sly and slick implications. 

A common device used by the detractor is to eulogize himself as the 
discoverer of some magnificent biologic fact, as the originator of a 
technique, as a skilled research worker, as a talented clinician, or as an 
erudite author of widely read authoritative articles and books. Many 
of these self-dispensed accolades cannot be verified by a search of the 
records of the profession! 

Everyone who has practiced dentistry, despite how boastful he may 
be to his colleagues and his patients, knows within himself that he has 
done many things poorly. No dentist could possibly be so lacking in 
self-evaluation as to think that everything he did fulfilled the ideals and 
purposes of dental practice. We are much more disposed to forgive our 
own shortcomings and erect excuses for ourselves than we are to be 
charitable to another dentist. We all have the perverse streak in our 
natures that gives us satisfaction in the knowledge of deficiencies in the 
other fellow. The shortcomings of our neighbor, however, never give 
us strength. 

In any discussion of ethics it is easy to fall into an evangelistic tone, 
or worse still to paint a portrait of self-righteousness. Nothing can be 
worse. The point for us to remember is: Speak well of our colleagues 
with the hope that they will speak well of us. 
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TECHNIQUE of the Month 


Originated by W. EARLE CRAIG, D.D.S. 





Protecting Abutment Preparations 
During Fixed Bridge Construction 
BY JOHN A. O'CONNELL, D.D.S. 


Drawings by Dorothy Sterling 
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The case: the cuspid is 
prepared for %4 crown, the 
molar for full crown. 


Warm the stone dies you 
used in making wax pat- 
terns for the final crowns. 
Paint the warmed dies 
with acrylic separating 
fluid. 
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Remove the acrylic crowns 
from the dies. Trim and 
polish. 


kditor’s Note: A 


When cementing these tem- 
porary, protective crowns 
in place, use only a very 
small amount of cement or 
acrylic so that they may be 
removed easy. 


Using the brush technique, 
paint on quick-setting acryl- 
ic to the desired size and 
shape. Allow the acrylic to 
set for 8 minutes. 


Note to Contributors 


We invite dentists to sub- 
mit material for this page. 
$10.00 will be paid for each 
technique used. I[t is not 
necessary to make finished 
drawings—or even sketches 
—if you explain the pro- 
cedure clearly, in detail, 
in your letter. Submit ma- 
terial to: 


Technique of the Month, 
Oral Hygiene, 

1005 Liberty Avenue, 
Pittsburgh, Pennsylvania 


department similar to this one, “Clinical and 


Laboratory Suggestions,” appears each month in Dental Digest. 
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Please communicate directly with the department Editors, V. Clyde Smedley, D.D.S., 





and George R. Warner, M.D., D.D.S., 1206 Republic Building, Denver, Colorado, 


enclosing postage for a personal reply. 


Denture Retention 

Q.—I have two patients with shallow 
upper mouths who need dentures. How 
can I get retention? The trial denture 
just falls down, even if I use a denture 
powder. One patient has only six or 
seven teeth, and the other is totally 
edentulous. 

I have consulted with another dentist 
who told me to cut the mucobuccal fold 
all around, but I am not familiar with 
this type of surgical treatment to in- 
crease denture retention, and I doubt 
that the patients would consent to an 
operation that would be drastic. 

I refused to make further appoint- 
ments as soon as I found that I could 
not satisfy the patients—at the bite- 
block stage. I should appreciate any ad- 
vice or suggestions you can offer. 

Also, what should I do with first and 
second molars with pulp stones in the 
pulp chamber causing pain? So far, I 
have been extracting them. 

A.—Many patients with shallow 
upper edentulous mouths wear 
dentures satisfactorily. 

One way to secure stability is to 
extend the denture back onto the 


soft palate, sometimes as much as 
a half inch. Take a well-fitted base- 
plate, secure a muscle-trimmed 
periphery by having the patient 
suck on his finger, with softened 
compound at the border, first one 
side and then the other and across 
the front. Finally, with a generous 
roll of soft compound across the 
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distal border, have the patient 
swallow. Repeat until you secure 
an adaptation to the soft palate 
that can be tolerated as the palate 
functions. 

In every case I refuse to try to 
fit a full upper denture to lower 
anterior teeth without supplying 
also the lower posterior teeth on a 
partial denture. 

You are following accepted 
dental practice by extracting multi- 
rooted teeth with pulp stones 
causing pain. It occurs to me that 
since calcium hydroxide is being 
used successfully in many cases of 
pulpotomy, one could try it in 
these cases.—V. C. SMEDLEY. 


A Fourth Molar 


Q.—Enclosed you will find a roent- 
genogram of the right maxillary region 
of one of my patients, a woman aged 21. 
You will note the presence of a fourth 
molar. She has no subjective symptoms, 
but pressure is evident on the roots of 
the second and third molars. Should I 
extract the fourth molar, which is high 
up in the maxilla, or should I leave it 
in and extract the third molar with less 
postoperative complications? — M.H.S., 
New York. 

A.—The decision as to whether 
to extract the fourth or third molar 
would depend entirely, in my 
opinion, on the presence and con- 





Expert gymnasts might do a no 

hands shoulder-carry with complete © 
safety ... but young amateurs had 
better take care! : 

Novice denture patients, too, find 
it expedient to take precautions to 
help assure the stability and reten- § 
tion of their dentures, until adequate © 
practice overcomes their initial | 
awkwardness. i 

Wernet’s Powder, used during the 
period of adaptation, can prove a 
significant factor in hastening suc- — 
cessful adjustment—by relieving 
fear of embarrassing “accidents”, 
and by reducing initial discomforts 
with its soft, resilient cushion. 

It thus encourages patience and 
perseverance in acquiring manipu- § 
lative skill... particularly when § | 
anatomical abnormalities or psycho: 
logical difficulties aggravate thé 
problem. : 


WERNET DENTAL MFG. CO., INC. e JERSEY CITY 2, N. 
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,/ For many races in many periods of history, the possession of 
erupted tecth at birth has been considered an ominous portent 
of dire consequences. Even the highly civilized Romans re 






























carded the circumstance with so much importance, that like 
the tribtune Lucius Sicinius (450 BA and the hero consul 
Marius Curis (cirea 250 B.C.) — such persons were given the 


special supmaime “Dentatus’” which thes bore for lite 


\ fossil jaw of a inaiimoth that lived miithons of vears ago, 
found 1h} what iS Bieas' Nebraska Shows Cv 1derndce ol tive hareest 
Known dental abscess. It had destroved sufhicrent bone of the 


Jaw to forma cavity capable of holding St. quarts of pus 


- * o 


When Duchoateau. a brenech chemist ap t774. tound bis own 





1S aon teeth ubibearalbyle because of t hic Odors they apDsorocd he 
no originated the first. (seeret) process tor making porcelain teeth, 
lete § for which he was honored with membership ino the Roval 
had # Lcademy of Surgeons. Difficulties in coloring however led him 
to abandon tis etlorts \ dozen vears later. a French dentist 
2 Dubos de Chemant learned his secret—solved the coloring 
find | ae problem. and secured an exclusive patent for b> vears. Ducha 
sto = teau sued to have the patent cancelled. but lost ina bitter court 


CONTILONGCTSS m s 


sate # One of the most widely advertised items in earty loth century 
tial a bnvland Wiis al “wonde working» teething neck lace by Basil 
|= Burchell. “sole proprietor and preparer of the anodyvne neck 
. & lace to the kine. for the Roval children.” Phe claim made tor 
the ' a this necklace was that after wearing it for but one night. “chil 


dren have tmmediately cut their teeth with safetv, who. just 
before were on the brink of their grave with their teeth. fits. 
fevers, convulsions, gripes, looseness, Xe all proceedis 





from 





IY 





their teeth. and have miraculously recovered: price Os 7 
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Piosthetic dentistry has been practiced in India for 






many Centuries teeth im older davs havine been 
carved from ivory. mother of pearl or seashells. In- 
deed. Java Chandra Rathod, the King of Conon, 
~. when killed in battle in L194, was identified only by 
his artificial teeth. loday India benetits denture 
wearers all over the world through its provision of 








the torest product Cult harava, used as a base in 
/ Wernets Powder. 


FREE PROFESSIONAL SAMPLES 








WERNET DENTAL MFG. CO., INC., Jersey City 2, N. J. Dept. 34-1 


Please send me professional samples of Wernet’s Powder. 















DR. 





PLEASE PRINT 





ADDRESS 


CITY 
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Supernumerary Tooth 


Q.—Through the courtesy of ORAL 
HYGIENE you have given me wonderful 
diagnostic help in the past. I have an- 
other case that has me puzzled. 

One of my patients, a woman 45, is 
in general good health but tends to be 
nervous and does not sleep well. It seems 
that about four or five hours sleep is all 
she has a night, and, she weighs 168 
pounds. The patient wears full upper 
and lower dentures. 

Early this year she complained of 
pain in the upper right lateral area. 
Roentgenograms disclosed a supernum- 
erary tooth, which I removed. About 
three months later she complained of 
pain in the upper left lateral and cus- 
pid area and soreness in that area to 
pressure. I referred her to an eye, ear, 
nose, and throat specialist, who reported 
no sinus condition. 

I am enclosing roentgenograms that 
I took of the patient’s mouth, including 
ones taken of the upper right lateral 
area, showing the supernumerary tooth 
that I removed earlier. This tooth was 
located by using fine wires in a wax 
impression, and the roentgenograms 
taken with the wax and wires incorpo- 
rated in it while in the mouth. 

It might be possible that, as a result 
of this operation, undue pressure is be- 
ing brought to bear by the upper den- 
ture on the upper left lateral area. 

I should appreciate your opinion of 
the upper left lateral and cuspid area 
as to the cause of the pain. The fact 
that the patient complains of the pain 
in this area at night more than in the 
daytime causes me to be suspicious of 
a sinus condition.—E.E.H., West Vir- 
ginia. 


ORAL HYGIENE 


November 1954 


A.—The history of your, pa- 
tient’s case is interesting and at 
the same time perplexing. 

You handled the supernumerary 
tooth in the right maxillary in- 
cisor area well, and one would 
think the woman’s troubles should 
be over. 

The roentgenograms of the left 
cuspid area show a fairly deep re- 
cess in the cortex of the alveolar 
ridge, and it so happens that the 
two roentgenograms taken for the 
supernumerary tooth, show this 
condition more clearly and appar- 
ently in the left central incisor 
area. The cuspid area cortex is as 
smooth as one could desire. So it 
may be that the irregularity in the 
ridge cortex in the left central in- 
cisor area has nothing to do with 
the discomfort of which the patient 
complains. However, as she com- 
plains of the left lateral incisor 
and cuspid area, it might be wise to 
open this area and file or grind the 
bone of the ridge to a smooth even 
surface. Or you could first use dis- 
closing wax in the upper denture 
for the disclosure of possible un- 
even pressure on the ridge. For, as 
you suggest, the removal of the 
supernumerary could have resulted 
in an uneven pressure with result- 
ing discomfort or actual pain.— 
GEORGE R. WARNER. 


WHEN YOU CHANGE YOUR ADDRESS 


WHEN you change your address, please always furnish your old address 
as well as the new one. If your post office has zoned your city, the zone 
number should be included. Please send address change promptly to 
OraL Hyciene, 1005 Liberty Avenue, Pittsburgh 22, Pennsylvania. 





HARD INLAY 
CASTING GOLD 


v 


04: : , 
yr’ a. 
; o 


PARTIAL DENTURE 
CASTING GOLD 


STERN GOLDS .. . produced on modern 
equipment with precise quality control to 


insure consistently fine castings. 


For assured casting satisfaction, 
insist on STERN GOLDS... 
the choice of leading dentists and 


technicians for over 50 years. 


ATTACHMENTS 
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SO YOU KNOW SOMETHING ABOUT DENTISTRY! 
ANSWERS TO QUIZ CXXII 
(See page 1491 for questions) 


. (a) (Shepro, J.: Oral Manifestations of Metabolic Disturbances, 
43:543 [November] 1951) 
. True. (Sarnat. G.; and Schour, Isaac: Oral and Facial Cancer,’ 
Chicago, The Year Book Publisher, 1950, page 92) 
. (a). (Blair, and Ivy: Essentials of Oral Surgery, ed. 4, St. Louis,’ 
The C. V. Mosby, 1951, page 603) 1 
. No. (Accepted Dental Remedies, 19th Edition, American Dental’ 
Association, 1954, page 141) 
. (a), (b), (c)—all. (McLean, B. G.: Denture Discomfort: Some’ 
Causes and Their Correction, Queensland 4:415 [October] 1952) 
. They offer the only resistance to the lingual displacement of the 
crown. (Simpson, I.: Failures in Crown and Bridge Prosthodontics, 
47:154 [August] 1953) : 
. They have the shortest distance to travel to full occlusion. (Archer, 7 
H. W.: A Manual of Oral Surgery, Philadelphia, W. B. Saunders, 
1952, page 123) 


. True. (Nelson, A.: Rational Timing of Orthodontic Treatment, 
47:140 [August] 1953) 

. (a) (Sicher, Harry: Oral Anatomy, St. Louis, The C. V. Mosby 
Co., 1949, page 62) 

. No. (Symposium: Sugar and Dental Caries: The Effect on the 
Teeth of Sweetened Beverages and Other Sugar-Containing Sub- 
stances, 47:414 [October | 1953) 


5 ek GE AS PSP OOS BE BE 


USE OF STIMULANTS IN THE DENTAL OFFICE 


Ir 1s not good policy for a dentist to keep wine in his office. It is proper 
for him to have at hand whiskey and brandy for use as stimulants be-7 
fore or after extracting teeth, or to administer to patients suffering from _ 
extreme nervousness or weakness incident to any of the operations that) 
are usually productive of depression or weakness. 
Unmarried dentists, who make their offices their lounging places, and ~ 
keep a stock of cigars and wines on hand, where they may enjoy them- 
selves with companions, will find it to their interest to refrain from such 7 
conduct. Such things have a way of becoming known, and they have an ~ 
undesirable effect. It is all right to have a good time, but there is a~ 
proper place and time for everything—CuarLes R. Hams ty, D.D.S., 7 
The Practice Builder (1902). ; 














PROFESSIONAL TOWELS 


DISPOSABLE 
YET 
DISTINCTIVE 
AND 


ECONOMICAL 


DENTAL DIVISION 


Gohrenafohmseon 











Teacher (in history class) —“Johnny, 
for what was Louis XIV chiefly respon- 
sible?” 

Johnny (Positively) — “Louis XV, 
ma’am.” 


Political Speaker—“What we need is 
a working majority and then—” 

A Voice—“Better reverse it, mister. 
What we really need is a majority work- 
ing.” 


“Look at that one—the one staring at 
us through the bars. Doesn’t he look 
intelligent?” 

“Yes. There is something uncanny 
about it.” 

“He looks as if he understood every 
word we're saying.” 

“Walks on his hind legs too and 
swings his arms.” 

“There! He’s got a peanut. Let’s see 
what he does with it.” 

“Well, what do you think about that! 
He knows enough to take the shell off 
before he eats it, just like we do.” 

“That’s a female alongside him. 
Listen to her chatter at him. He doesn’t 
seem fo be paying much attention to 
her, though.” 

“She must be his mate.” 

“They look kind of sad, don’t they?” 

“Yes, I guess they wish they were in 
here with us monkeys.” 


“Aren’t people funny?” 

“Yes. If you tell a man that there are 
270,678,934,341 stars in the universe, 
he’ll believe you—but if a sign says 
‘Fresh Paint,’ that same man has to 
make a personal investigation.” 


Employer (to newly-hired typist): “I 
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LAFFODONTIA 


+. 


hope you thoroughly understand the im- 
portance of punctuation?” 

Stenographer: “Oh, yes, indeed. I 
always get to work on time.” 


The meek little gent in the restaurant 
finally sighed and decided to give up 
his steak. It was tougher than sole 
leather. He called the waiter and plead- 
ed that it be taken back to the kitchen. 
The waiter dolefully shook his head and 
said: “Sorry, pal, I can’t take it back 
now. You’ve bent it!” 


Sandy MacPherson and his wife, 
Maggie, stopped in front of a restaurant 
window in which was hung a card bear- 
ing the words: Luncheon from 12 to 2 
p.m., 35c. 

“We'll have our lunch here, Maggie,” 
said Sandy. “Two hours steady eating 
for thirty-five cents each is no’sae bad.” 


A girl met an old flame, and decided 
to high-hat him. 

“Sorry,’ she murmured, when the 
hostess introduced him to her, “I did 
not get your name.” 

“I know you didn’t,” replied the old 
flame, “but that is not your fault. You 
tried hard enough.” 


She: “Where were you last night?” 

He: “Well, in the first place—” 

She: “I know all about the first place 
—where did you go after that?” 


“Don’t expect me to be like your 
other stenographers and show my knees 
all the time.” 

“Oh, you’re too modest for that, are 
you?” 

“No, but my salary is.” 




































Denture comfort for 


3-way BENZODENT I'S 











¢ The only adjustment aid specifically 
formulated for dentists’ routine use with 
| new, immediate, and partial dentures. 


¢ Gives long-lasting pain relief at the 
point of application; soothes sore spots 
and stabilizes dentures; controls infec- 
tion, gagging, and mouth odors. 


¢ Each tube contains enough Benzodent 
for the average denture “break-in” pe- 
riod. Each application is effective 10 to 
36 hours, will not dilute or wash away, 
is easily renewed by the patient. 


This clinically tested ointment does more 
for the patient’s denture adjustment 
—yet costs less—than topical anaes- 
thetics . . . its small cost is more than 
regained as The Benzodent Treatment 
speeds denture mastery, increases co- 
operation with the doctor, permits effec- 
tive control of patients’ return visits... 
preserves fine prosthetic work by avoid- 
ing needless trimming while aiding in 
detection of required adjustments. 


GAanalgesic 
GAdhesive 


Entiseptic 


Triple 
action at 
only 3c 
per 
application 









Order Benzodent from your dental 
dealer today. 


A product of 
Peter, Strong & Co., Inc, 
New York 16, N.Y. 








) “NATURE'S 
TOOTHBRUSH” 
ie a 


every meal 


—CITRUS 
frut 


In place of sugar-laden desserts at the end of each meal, the American Dental 
Association recommends a detergent food such as citrus fruit. Detergent fruit 
are “nature’s toothbrushes.”* Citrus fruit combines both mechanical action 
and lavage to help cleanse teeth surfaces, thus aiding the usual toothbrushin 
procedures. In addition to its excellent detergent properties citrus fruit als 
provides a high vitamin C intake, so important to health. 


*Am. Dent. Assoc.: Diet and Dental Health, Chicago, 1954, p. 8. 


io gee FLORIDA CITRUS COMMISSION 
Lakeland, Flori 
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MORE TIME FOR FISHING 


BECAUSE HISTACOUNT KEEPS THE RECORDS STRAIGHT | 
















More time for relaxation . . . more time for 
patients ... More time ! 






The perennial cry of the Doctor has a modern 

answer. It’s simply Histacount Bookkeeping 

st and Filing Systems which cut paper work to a 

"2. _~_= minimum, add system and order to detail work 
and keep records “ship shape”. . . 









Start your Histacount system and find the time 
your patients (and hobbies) require. 






Professional Printing Company, Inc. 
America’s Largest Printers to the Professions. 
New Hyde Park, New York, 






















ONE OF THE FINEST PROPHYLAXIS PASTES EVER MADE. 
Does not spatter—Contains no Acids or Pumice, and has a most delightful 
flavor. 
PRICE $1.00 per Jar—5 Jars for $4.50. — Costs you about 2c per job. 
Order through your dealer or direct from us as you prefer. 


Manufactured by BREWSTER LABORATORIES, GLENVIEW, ILLINOIS 


— 


































CAST-PLATINUM "rca 
PORCELAIN VENEERS and BRIDGEWORK 
“FOR THE FINEST IN MODERN CERAMICS” 
(Air BENTELL PORCELAIN STUDIOS (All 
Mail) Cast-Platinum Specialties Shades) 


315 South 16th Street, Philadelphia 2, Pa. 


































R G i gO o iad T eecteaee with user-proved 
igident, just send the cou- 
COMFORT-CUSHION 0a for FM grenton free 
Su Or this amazin re- 

DENTURE RETAINER Beene g 
et A A eR et oe Loe 
RIGIDENT PRODUCTS CO. 7 














A new, improved, pure-white, taste- : 

less, perfected vegetable powder B cio Pred age sg 623, 
compound that forms an elastic-like 9 . 7 

denture comfort cushion with long- ‘ You ey send the free ——. 


x re 2 















Microscopic lasting, secure retention. Reduces © °f Rigident postpaid. 

rete of patient complaints and discomfort; J Dr. ...................... g 
gives greater confidence in your pros- » Address .... 
thetic service during the uncertain ee | 


adaptation, denture breaking-in pe- 
riod. Rigident is better, ifferent, § Zone hensdinijf UIE bscAGindandhadhnhienetsahcodaccasi 
economical and highly successful. To [J My druggist’s name and address J 
acquaint you and your denture 4 as ; 


more comfortably. ' £ 
i 


















The patient administers and regulates his own analgesia 


with “Trilene” and the “Duke” University Inhaler (Model-D). 














SU adminitred, a-reguledal 
too 


The“Duke’ University Inhaler 
wit Trilene” No. 3170— MODEL-D 


Safe and effective ‘‘Trilene’’ analgesia can now be self administered 
and self regulated by the patient, adult or child, by means of the 
‘‘Duke"’ University Inhaler (Model-D). ‘‘Trilene’’ when so administered 
can provide satisfactory relief of pain in a wide range of dental pro- 
cedures, including the preparction of cavities, extraction of deciduous 
teeth or anterior and single rooted permanent teeth, fitting of bridges, 
crowns and inlays. There is minimum or no loss of consciousness and 
instructions to the patient are simple. 


The patient holds the vaporizer containing ‘‘Trilene’’ and adjusts 
vapor concentrations to individual analgesic requirements by means 
of a thumb-controlled regulator. A momentary lapse of consciousness 
automatically removes pressure on the regulator to interrupt inhala- 
tion; consciousness is regained in seconds. 


No interruption of procedures is necessary to adjust vapor concentra- 
tion, and the specially designed child or adult mask permits free 
access to the oral cavity. 


'Trilene,""@® brand of highly purified tri- 
chlorethylene (Blue), is a potent analgesic 
agent. It is nonexplosive, and in the con- 
centrations employed clinically is nonin- 
flammable in air and oxygen. “‘Trilene’’ is 
supplied in containers of 300 cc. 


Members of the dental profession may 
obtain descriptive literature on ‘‘Trilene”’ 
and the ‘‘Duke”’ University Inhaler (Model- 
D) upon request. 









e Ayerst Laboratories * New York 1, N. Y. * Montreal, Canada 


and Comfort... 
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Preparing for a fixed bridge .. . here's a toilsome, fatiguing 
procedure for dentist and patient respectively. And here's an- 
other definite indication for the local anesthetic solution, Ravo- 
caine and Novocain with Levophed — the truly new specific for 
difficult restorative dentistry. 


Why? Let the clinical reports of nearly 5,000 cases tell the 
story. Ravocaine HCl 0.4% and Novocain 2% with Levo- 
phed 1:30,000 has been proven to be — 

SO FAST . . . onset averaged a dramatic 86 seconds, 

$O DEEP . . . total elimination of sensation in 92.5% of 
the cases. 

SO SURE... clinicians reported 96.9% of patients ex- 
perienced no reaction whatsoever with only 
minor (frequently noted as psychic) reactions 
in the balance. 


And when the ideal duration — symptoms disappear in 157 
minutes on the average — of Ravocaine and Novocain with 
Levophed is considered, it's easy to see why this outstanding 
local anesthetic solution is the answer to difficult restorative pro- 
cedures. In fact, so efficacious is the formula that a smaller-than- 
average volume is usually entirely adequate for routine cases. 


And what about Surgery? Definitely — where its duration of 
anesthesia provides sufficient patient comfort post-operatively. 


Order a supply of Ravocaine and Novocain with Levophed 
today! 


and 


with LEVOPHED® 


For those dentists who may prefer Cobetrin, the times 
honored vasoconstrictor, the solution Revocaine HC! 0.4% 
ond Novocain 2% with Cobefrin 1:10,000 is else aveilebie, 
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ARE YOUR PATIENTS 


DIZZY 


WITH TOOTHPASTE CLAIMS? 
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This Makus Seuss | 


Your patients will thank you for this in- 
formation: They can get maximum decay 
protection in a tooth paste 


—not at 59¢, but 39¢ 
for the giant tube 


Here is the finding of a recognized inde- 
pendent testing laboratory, after examining 
Craig-Martin Milk of Magnesia Tooth 
Paste for anti-enzyme activity, using the 
pH curve method on human subjects: 


¢¢ Substantially the same actiy- 
ity as several pastes which are 
widely advertised specifically 
for their anti-enzyme quality. 99 


We are confident that with present knowl- 
edge there is no way to make tooth paste 
more efficient or safer than Craig-Martin— 
and this assurance comes to you from one 
of the world’s most experienced tooth paste 
manufacturers. 


Send for Samples 
We believe your aa will ap- 
preciate this superb tooth paste and 
sensible price—not 59¢, but 39¢. 

We will be glad to send samples. 
Simply send your card to Comfort 
Manufacturing Co., 500 S. Throop 
St., Chicago. 


Craig Martin 


Milk of Magnesia 
TOOTH PASTE 


aydroxide 


wt 
witk of 
Wagnes!* 





“JOTA BURS” 


Requires Less Pressure 


Generates Minimum 


of Heat 


Saves Time 









Longer Lasting 
1 Gross $8.00 
1, Gross $4.50 


Your assortment 


NOWAK DENTAL 
Supplies 

5120 Dauphine St. 

New Orleans 17, La. 
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For the first time, you can have a 
fine dental cabinet with all exterior 
surfaces completely impervious to 
acids, medicants and atmospheric 
conditions! Style No. 3020, No. 
3040 and No. 3050 have a hand- 
some platinum blond FORMICA 
body that blends perfectly with all 
surroundings; working surface is 


black FORMICA with raised edges. 














SEE IT NOW AT 
YOUR DENTAL DEALER 


W. D. Allison Company 


1133 Burdsal Parkway 
Indianapolis 23, Indiana 






















No. 3050 





No. 3050 “DRAWER-O-MATIC" without drawer pulls! 
Drawers open instantly and smoothly when touched by 
back of your hand, elbow or knee, Newly designed bottle 
compartment for added efficiency. 


W. D. Allison Co. Dept. OH-11 

1133 Burdsal Parkway 

Indianapolis 23, Ind. 
Send me details about the new FOR- 

MICA-covered dental cabinets. 


Name ‘te 





Address___ 





City & State — 
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A NEW BLOWPIPE 


that ts 


REALLY NEW! 


New in design—a convenient 10!/, inches in 










length—chrome plated throughout. New power— 






with a new-type control. Can be used with all types 













| of gas usually found in Dental Offices and Labora- 
| tories including tanked gas. Will produce fine needle 
| as well as brush flame. Turn the forward tube 45° 

and blowpipe rests on bench with nozzle pointing 


upward to serve as bunsen burner or orthodontic 





blowpipe. This new No. || Buffalo Blowpipe is regu- 
larly supplied with nozzle of standard size—price 


$9.50. 


Special nozzles—extra large, very small, and 
for use with oxygen are also available as shown 


below. 





NOZZLES 
No. 2 Small (Center)—$1.50 
No. 3 Large (Right)—$2.50 
No. 4 Oxygen (Left)—$1.50 





BUFFALO DENTAL 








BUFFALO 3, NEW YORK, U.S.A. 








150 pow ERS 2 coger on 


mplete, low-cost kit 
for indirect inlay and fixed bridge impressions 
offers speed, economy and 
microscopic 
accuracy 


— 


D,, HYDROCOLLOID 
" SYRINGE UNIT 


is SO easy and economical to use! 


lA 


uP GLASS CARTRIDGES in which the special- &} SYRINGE, into which cartridges are slip- 
formula D-P impression colloid is ped, has plastic barrel that remains 
packed make preparation easy and pre- COOL—does not cause discomfort to 
vent dehydration, so accuracy is patient and does not need tempering. 


maintained for a long period. 
S ~ . 4) NEEDLES in three sizes are included. 
@) cartRiDGE HOLDER with rubber-tipped 


handle facilitates boiling in any handy 5 TRAYS—a full assortment—complete 
dish or pan. the kit. 


ORDER From Your Dental Dealer or WRITE for free data and technic sheet. 


dental perfection co. 
543 West Arden Ave. Glendale 3, Calif. 





The NEW 
waale) 
LIGHT 











STYLED BY 
SUNDBERG & FERAR 





Impressive Beauty... 
Operative Ease 


Two nationally famous styling engineers have created for 
Pelton a masterpiece ... the New Pelton Light—a master- 
piece in its handsome appearance, easier operation and 
better seeing. Its new floating suspension provides finger-tip 
positioning of color-corrected illumination of the oral cavity 
from any angle. The skillfully balanced arm holds steadily. 
Mounted on wall or any unit, it’s a light you'll be proud to 
own, take comfort in using. 


See the New Pelton Light at your dealer’s or write for literature. 


P ssional ) | 
ip “uarscenol © pP E | ¢ N © 
Since 1900 oe me 


THE PELTON & CRANE CO. « DETROIT 2, MICHIGAN 











FE aeiecaiawith the gold you reclaim! 





se 


GOLD LATHE WITH 
BUILT-IN SUCTION 


For polishing gold, grinding teeth, etc. 


Efficient fiberglass filter in suction unit 

traps all grindings, is easy to clean. 

Aluminum dust hood, work light, adjustable 
safety glass panel and grindings tray included. 


Quiet-running, powerful lathe has six speeds, 

2000 to 6000 RPM, controlled by rheostat 

in base ... Reversible .. . With automatic chuck) 
Removable triple-arm attachment available. 


Separate suction unit also available— 
fits Ritter, Baldor, Emesco lathes. 


See them at your dealer, or write for literature. 


EMESCO DENTAL COMPANY 150 FIFTH AVE., NEW YORK 11. NY 
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S. S. WHITE FILLING 








iw. 
» 4 om 4 
: = Fluorescent —- Perfect 
Colors < Matchin 
= ; 
easy to mix, with 
: me 
insert, finish ~~ adjacent teeth 


SAVE 30% 
with this 10-2 package S. S. White 
Filling Porcelain Improved 


Contains 10 tooth colors—One full portion 
(% ounce) each of powders Nos. 20, 21, 
22, 23, 24, 25, 26, 27, A, E. Two bottles 
of liquid. One box celluloid strips No. 2. 


Price $22.25 





@ THE S. S. WHITE? 


a 
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PORCELAIN Improved 





| 
| 


, 
| 
| 
| 
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Invisible Resistant Stands up 


Ea 
>» 4 
we 
ee 


Translucent — to to Stress 
oe : 
Fillings Oral Fluids and Abrasion 





$. S. WHITE FILLING PORCELAIN IMPROVED is unrivalled for lifelike, lasting 
Mestorations. It assures accurate matching with approximating teeth to give 
fillings the appearance of natural, healthy tooth structure. Powders are fluores- 
cent and thus reflect color and fluoresce as do natural teeth. Compressive 
Strength of 30,000 Ibs. per square inch is far in excess of that required to 
4 ithstand mastication and to protect teeth when used in large cavities. For 
‘esthetic restorations that will gratify your patients and stimulate your pride, 
Use this truly superior, dependable silicate—Filling Porcelain Improved. 


x standard colors match 9 out of 10 teeth without blending. 





EJENTAL MFG. CO. 


PHILADELPHIA 5, PENNSYLVANIA 


ee ee 
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MELITE PRODUCTS CO 








pantie 


CARBIDE SUPERIOR CUTTING ACTION 


@ FAST CUTTING 





CARBIDE @ STAINLESS STEEL SHANKS 


BU RS Resistant to rust and corrosion 


LATCH TYPE 


TAPERED SHANK 


EIGHT ASSORTED CARBIDE BURS 
IN SELF-LLOCKING LUCITE CASE 
STANDARD OR YOUR SELECTION 











SET NO. 2 — One Each — 4-6-37-39-558-559-70 1-702 
SET NO. 3 — One Each — 5-6-38-39-559-560-702-703 


10602 West Chicago Boulevard 


» BOX 496, Detroit 4, Michigan 























IVORY MATRIX RETAINER No. 1 With Locks 


No. | Improved The No. 1 Matrix Retainers with locks provides 


a simple and effective means of holding a matrix 


®)) 






Made in stainless steel only. 


The band is drawn with equal tension to the 
neck and crown of the tooth, because of its proper 
curvature, and being supported by shields at- 
tached to the points that engage in the holes, the 
band is readily drawn into place against the sur- 
face of the tooth, with less danger of tearing the 
band when the retainer is tightened. The shields 
prevent the retainer from tilting down in the way 
of the operator when used on an upper tooth. 


e=- — band to a tooth, where the cavities are mesial or 
Lock distal, 
i > 


Most Dealers 


1 W. IVORY, TH. 


Manufacturer 


PHILADELPHIA 2, PA. 































= with physical properties quite 


beyond the existing standards and specifi- 


cations of hydrocolloids ~ 


and alginates... 





Many 


Pronounced — 


COE-FLEX is the most recent and 
revolutionary development of Coe research. This 
elastic synthetic rubber material has many im- 
portant advantages—properties you'll find far be- 
yond any existing today. It “cures” in the mouth, 
possesses an accuracy and dimensional stability 
unequaled by any hydrocolloid material, and 
is unequaled for impressions for inlays, fixed 
bridges,.and partials. Package complete with di- 
rections only $5.00. 3 packages, $4.50 per pkg. 


See comprehensive ar- 
ticle on Coe-Flex by 
W.S. Rice, D.D.S., 

in May 1954 CAL 
Magazine or 

write for details. 


Order from 


your dealer 


Advantages 


+e ++ HHH HN, 


Accurate to the highest degree 


Completely stable 
dimensionally 


Correctible 
Strong, tough and elastic 
Easy to mix and manipulate 


Can be copper plated or 
silver plated 


Does NOT require fixing 


No storage precautions 
required 


Pouring of casts can be delayed 


No special trays or equipment 


COE LABORATORIES, INC. 
CHICAGO 21, ILL. 





TREAT FRACTURES 


the easy, secure way 


Roger Anderson Equipment 


Single or multiple fractures 
are positively controlled by 
Universal Frac-Sure Units for 
perfect restorations even in 
edentulous mandible. U. S. Pat. No. 2,599,445 


CALCIUM HYDROXIDE 
METHYL 
CELLULOSE 
PASTE* 


* Bibliography 
on request 


ROWER DENTAL MFG. CORP. 
Boston 16, Mass U.S.A 





The Preferred Hotel in 


© Allows normal talking. NcW YORK 


® Permits normal eating. 


® Promotes mouth cleanliness. 


At Times Square. 
IMMEDIATE SHIPMENTS FROM Walking distance to 


Hitt aged slate 
GENEVA. ILL. or SEATTLE, WASH. aicsan Srrree Rcrkrveig everything worthwhile. 
lhe da gpaa rss 1400 Rooms, each with 
cere lig private bath, shower. 


THE TOWER COMPANY 


P.O. BOX 3181 SEATTLE 14, WASH. 





Please send new free illustrated technic 
manual and prices. 





Name 





LINCOLN 


44th to 45th Sts. at 8th Av. 


Street 





City 
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_ ADERER- 


Pe rae L FLUXER 


NEW! A VAPOR-FLUXING DEVICE FOR 
IMPROVED GOLD SOLDERING AND CASTING! 


The Aderer Fluxer takes the “guess- 
work” out of fluxing for you. The flux 
is in the flame! The fuel gas, natural, 
artificial bottled (Propane, Pyrofax, 
etc.), acetylene, enters the torch after 
bubbling through the flux liquid in 
the Fluxer. It feeds a precisely con- 
trolled amount of fluxing vapor into 
gas stream of blowtorch or Bunsen 
Burner. All areas reached by flame 


All surfaces remain clean during 
soldering and melting. No powder or 
paste flux is used — pits in soldered 
areas and castings due to improper 
fluxing are eliminated by the Aderer 
Fluxer. This highly efficient fluxing 
procedure also lessens the tendency to 
overheat in soldering and melting. 

Fer complete data call your dealer 
for an Aderer Fluxer Bulletin, or write 





us directly. o * * * 


LUXER 


55 E. WASHINGTON ST., CHICAGO 2 


are fluxed uniformly, automatically! 


THE ADERER 


SEND FOR DESCRIPTIVE 
BULLETIN 


JULIUS ADERER, INC. * 219 E. 44th ST., N.Y. 17 
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Refreshing as a 
breath of Spring 


| GREEN MINT 


(Chlocoyhyll) MOUTHWASH* 


@ tastes wonderful...no “medicated” flavor 
e really refreshing and deodorizing 

e available at all drug counters 

e ideal at the chair 


HUDSON PRODUCTS - JERSEY CITY 2, N. J. 





i taitl =m GENTLE = TASTELESS 


ann a Powerful Abucethetic —_ 


@ Non-Toxic @ Non-Evaporating 
@ Non-Irritating @ Non-Acid 


Surface Anesthetic 


Order from your dental dealer 


Ave. Pittsburgh, Pa. 


ifth 
Num Specialty Co., 4614 Fif 





DENTAL SPECIALS 
HUPPERT Model 2 DELUXE FURNACE 


Exact temperatures maintained automatically—325°F. to $80. 
1800°F. Special Huppert Multi-Insulation. Rugged all-steel Complet 
construction and Kanthal elements. 110 Volt A.C. I.D. All Stainless “Steel 
44%4"x3%"x4%". 900 watts. Pyrometer included. 
OTHER MODEL CAPACITIES 

L.D. TEMP. RANGE Wattage All-Steel Stainless 
Model 22 DeLuxe 4446"x354"x9” 325°F.—1800°F. 1600 110.00 $130.00 
Model 4 DeLuxe 442"x35¢"x5%"” 250°F.—1800°F-. 1600 $110.00 $127.50 


Write for literature 


K.H. HUPPERT CO, “*2sie'sirtiicic™ 


Manufacturers of Electric Furnaces and Ovens 
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4/ ONLY _UNACAINE OFFERS ALL THESE 





- DESIRABLE CHARACTERISTICS ... 


CEEKE 








The tuberosity is an effective 
block injection for anesthesia 
of the upper molars. But suc- 
cess with this injection requires 
considerable skill in locating 
the posterior superior alveolar 
foramen. Diffusibility and po- 
tency of the anesthetic solution 
are most important to anesthe- 
tize the branches of the second 
division as they enter the maxil- 
lary tuberosity. 


THE FASTER-ACTING, SAFE LOCAL ANESTHETIC 


UNACAINE supplements your skill. Because of its rapid ac- 
tion, unusual potency and greater diffusibility, UNACAINE 
induces deep and complete anesthesia where other anes- 
thetics might be inadequate. 


In a recent clinical report* covering 718 injections for 
cavity preparation and pulp extirpation, anesthesia was 
rapid and profound in more than 95% of the cases; 
toxicity was normal in 97.5% and no postinjection diffi- 
culties were experienced in 99.3% of the cases. 


For success in tuberosity block anesthesia, your skill plus 
UNACAINE are a sure-fire combination! 


*A copy of this report and other articles on UNACAINE are available on request. 





CHEMICAL MFG. CO., Inc. 


2911-23 Atlantic Ave. Brooklyn 7, N.Y. 


Taranto landan — Riieanne Airan ae eae 








rrs 


}552 


Test it yourself 


H, B. WIGGIN’S SONS CO. 0-11 
Bloomfield, N. J. 
Please send free sample of 


ia a a “a 
CLover LEAF XX Impression Plaster 


___ Wintergreen ___Unflavored 














| Dr. 
Address 
City State 
My supply house is 


NE 


Send for free sample .. . 
prove to yourself the 
superiority of 


Cloverlear 


IMPRESSION 
PLASTER 


Green Clover Leaf XX Plaster 
with Wintergreen flavor 





Me 
ie 


Tested and established in dental 
practice over 30 years. Test for 
yourself, at our expense, the triple- 
action dependability of fine-grained 
Clover Leaf Impression Plaster: (1) 
Faithful reproduction of the finest 
details of tooth and tissue. (2) 
Rapid, accurate set. (3) Breaks 
with a clean fracture. 


HARDITE MODEL 
Holds case to unchanging dimension 
regardless of curing temperature. 
Consistent uniformity assures posi- 
tive reproduction, perfect fit and 
articulation. 


ALSO: Standard Set Plaster; Hard Plaster; 
Vulcanizing Stone; Flasking Compound. 


H. B. WIGGIN'S SONS CO. 
Bloomfield, N. J. 


White Clover Leaf XX un- 
flavored 











THE DEWEY 


SCHOOL OF 
ORTHODONTIA 


Founded in I91! by Martin Dewey, 
D.D.S., M.D. Chartered by The Board 
of Regents of the University of the 
State of New York. 


Sessions held at 
throughout the year. 
Applications now being ac- 
cepted for next class, start- 
ing January 3rd, 1955. 
Classes limited. 





intervals 


: For further information write 
Dewey School of Orthodontia, Inc., 
17 Park Ave., New York 16, N. Y. 





ALL-PURPOSE VIBRATOR 





3 SPEEDS 
calibrated 
For Inlays 
and a — 
Crowns gone 


Partials 





and 
Bridgework 


Heavy + eae 


an 
Stone Models 


Vibration adjusted to obtain max- 
imum density and eliminate bub- 
bles. Insures accurate castings. 


ENGINEERED 


For quick cleaning 

. For all-purpose dental use 

. To prevent jumping or creeping 
For heavy duty usage 
For years of trouble-free service 


Price only $19.50. See your dealer or write 


7 TOOTHMASTER CO. “nie 

















STOPS BLEEDING 


HEMOSTATIC PAD 


An easy-to-use home application 
that STOPS bleeding .. . gives 
lasting control of post-operative 
hemorrhage in a matter of minutes. 


SAFE in the PATIENTS HANDS 


Extraction cases appreciate this 
safety precaution. Give each a 750 
Hemostatic Pad .. . or pre- 
scribe them from your druggist. per doz. 


HALFORD LABORATORIES 


536 OLIVE AVE., FRESNO, CALIFORNIA 
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Worn Handpieces 


DULL BURS 


We have the know-how, the 
trained men, the equipment, to 
put those handpieces in like- 
new condition, ready for your 
most exacting work. To put 
those dull burs back into your 
bur block, they will cut like new 
after we re-grind them. 





Addressed mailing box freeon request (straight 
handpiece, angle or burs). 


Standard Contra Angle Rebuilt, $4.85 


Special types: Densco, Midwest, Adjustable, 
Chayes ... estimate on request. 


Straight Handpieces rebuilt, $10 


Burs Re-ground, 40c per doz. Vule., Surg., 
Finishing, 20c ea. Carbides, 50c ea. 


MULLEN Bros. 


6803 South Chicago Ave., Chicago 37, Illinois 











e Start now to use 
alloy that has been 


Dentists throughout 
the country for over 
22 years. Speyer’s Alloy is 
carefully made from C.P. 
metals. You will find it 
amalgamates smoothly in 
minimum time, carves ex- 
ceptionally well in ten min- 
utes and produces a hard, 
well-sealed mass that pol- 
ishes beautifully. 


©68'2% silver. 

@ No initial contraction. 

@4.4 microns per Cm expansion in 
24 hours. 

@1.6% flow 24 hours after amalgama- 
tion. 

@ Complete directions with every bottle. 











ZITUEMASAVE 30 to 55% 


CHECK THESE PRICES @ 
} this tested, accepted MEETS WITH 


@ “ nl SRES. 
used by leading A.D.A. @ NIA oS et 


SPECIFICATION #1 









SPEYER SMELTING & REFINING CO. 
216 Medical & Dental Bldg., Seattle 1, Wash. 


Please send me quantity checked at price 
indicated. Orders over 20 oss. F.O.B. Seattle 


1 oz. @ $1.90 per oz. 20 oz. @ $1.50 per oz 
5 oz. @ $1.70 per oz. 30 oz. @ $1.40 per oz. 
10 oz. @ $1.60 per oz. 650 oz. @ $1.30 per oz. 


I enclose check for 
eo 
Address .. 
City State 




















ij your dealer can’t supply you, order direct 











“the original handpiece bath” 





Simple One Bottle — One Operation method 
saves time, trouble and money! 


Give your dental handpiece and contra angle com- 
plete Stero-Oil care. It cleans, lubricates, inhibits 
rust, prolongs handpiece life, helps keep handpiece 
sanitary ...af a surprisingly low cost! 





Protect your equipment with 
efficient $tero-Oil . .. Order 
from your dealer today. 





STERILE PRODUCTS COMPANY 
SAN DIEGO 1, CALIFORNIA 














®To FIT ANY 
MOUTH 
®TO REACH 











ITE-WING 
TABS == 


For ANY Size Film 
Save Time and 


“xs ANY AREA > 70% of Film Costs 


| Press Flaps to 
Film Wrapper 


only the 


Sloe Get 


;; ADJUSTABLE 


required list ot 


ig leges ond clinics. 








KUMFORT-TYME CO. 


P. ©. 8OX% "955, BEVERLY 


® NO GLUEING 
® NO WAITING 
© WATERPROOF 


hod Children Ask ; 
ease F. 3 
=~ Poet Appointments ee 
ABLE 

_ CHAIR TIME wa 


PATIENT COMFORT 


HILLS. CALIFORNIA 





FILM MOUNT/and 


Processing Hanger 


No longer need you be “iron bound” to old-style 

single purpose dental x-ray film mounts. Now Getz 
offers the new one piece, all plastic, dual purpose 
TENAMOUNT film mount that serves ideally also as a 
processing hanger. It is unaffected by developing or 
fixing solutions. Won't break, crack or burn. TENAMOUNT'S 
exclusive open window affords an unobstructed view 

of the entire radiograph. From exposure through 
processing, and to filing, films are touched ONLY ONCE, 
saving precious time and avoiding damage. Available 
in all sizes and in all styles and numbers of openings 
--. all at money saving prices. 


Other TENAMOUNT FILM MOUNT features 


Mounting from front... films lock in position ... perfect masking 
with opaque area around film for maximum contrast ... easy 
identification with pencil or ballpoint pen... full mouth mount fits 
file without folding ... no staples... each film nested to prevent 
scratching ... indicating dot on films always visible. 


Order from Your Dealer 


WG THE WILLIAM GETZ CORPORATION 


DENTAL PRODUCTS 
7512 GREENWOOD AVE. @ CHICAGO 19, ILLINOIS 
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from the dentifrice 
you prescribe 





4. REASONS WHY 


it’s to your advantage 
to prescribe NEUTROX 


Relieves gingival disorders... 
helps prevent recurring gum in- 
fections! Neutrox brings quicker, 
better results because it releases 3.7 
times more active oxygen than sodium 
perborate U.S.P.—and in a neutral 
solution safe for daily home use. 


Actually kills bacilli and spiro- 
chetes associated with Vincent’s 
Infections! Tests in vitro prove that 
Neutrox kills more than 8 million 
fusiform bacilli in less than 60 sec- 
onds*... kills more than 18 billion 
*J.A.Ph.A 










*#y.A.Ph.A 


1s pe reemian coaai 


3 


4 


36 :385, 1947 


38 :258, 1949 


Gives your patients the 


SOMETHING EXTRA 
THEY EXPECT 


he 
O-€aichum phos- 
™ Corp, ” Phosphote. and 
1 ae “An Serius ee 

No anet Py U.S Paten 





. Exclusive Formula 
OXYGEN in a form SAFE 


for daily home use. 
U. S. Pat. No. 2094671 


spirochetes in less than 30 seconds** 
No other dentifrice offers this amaz- 
ing proof! 


Cleans teeth cleaner because it com- 
bines—for the first time—the purify- 
ing power of nascent oxygen with its 
own special polishing agents. It 
actually intensifies cleaning even in 
tiniest oral crevices. 


Your patients can actually see and 
feel the difference when you recom- 
mend Neutrox as a daily dentifrice. 
It not only maintains the benefits of 
your office prophylaxis—but it earns 
good will for you, too! 


For professional samples, write 


DENTAL PRODUCTS DIVISION 
VICK CHEMICAL COMPANY 
122 East 42nd Street ¢ N. Y. 17, N. Y. 


Over 2 million packages sold 
Advertised to the dental profession only 















TRICHLOROACETIC ACID SOLUTIONS e EUCALYPTOL 
AROMATIC SOLUTION OF PHENOL (BLACK’S 1-2-3) 
AMMONIACAL SILVER NITRATE e¢ PHENOL SOLUTION 90% 


a tot CHLOROFORM 


OlL OF EUCALYPTUS 


OIL OF CLOVES 


EUGENOL e¢ CRESOL 
BEECHWOOD CREOSOTE 
ex CO-8 


od MOY 
TRICRESOL AND FORMALIN spe 


TANNIC ACID 25% SOLUTION ZINC OXIDE 


SILVER NITRATE APPLICATORS e TINCTURE OF IODINE 









TICONIUM 
PARTIAL 


DENTURE Ip Ug 20e 


(For Plastic Dentures) 


Tru-fhugae 


(For Ticonium Dentures: 




















Now both offered by | 
TICONIUM 


ge Tru-Rugae was the first departure from a 
| Re machine shop finish on partial dentures. 
wauvw When Ticonium introduced Tru-Rugae a 
new age of partial denture prothesis was 
established. Tru-Rugae dentures are now 7 
being made better than ever before. 

Trugae patterns make it possible to make 





TICONIUM 





? 






PLASTIC plastic dentures with a simulated rugae 
FULL which adds to phonetics and makes for 
BASE : 








greater patient comfort. 


for more information about Ticonium, 
see page 15 
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a TN 























ACCURACY —a divloct reproduction of the 
denture-bearing area — complete comfort 
for the patient. 


PERMANENCE — Stabelyne is as permanent as 
a processed denture. 

EASE and SPEED — air bubbles and porosity 
eliminated by pre-mixing — has the texture 
of soft compound — much quicker and 

easier to use. 

MORE PLEASANT — not messy or sticky — 
much more pleasant for the patient from all 
standpoints. 

CRYSTAL CLEAR — no granulation. 


ADEQUATE working time. 





STABELYNE is available 
in one-unit or 10-unit 
packages, to suit your 
requirements. 








dental pert COCCIOM COe 543 West Arden Ave. Glendale 3, Calif. 











Record Book for Dentists 


The most practical and easy-to-use financial 
record system yet devised for your profes- 
sion—praised and preferred by dentists for 
over 22 years. 





The Daily Log is simple in design — 
easy to teach a new assistant—enables you 
to organize your practice more efficiently— 
helps you keep close check on expenses 
—shows how collections are coming in— 
provides a clear-cut summary of your year’s 
business. Recommended by tax examiners, 
approved by accountants, a leader in the 
held. 

Price: $7.25 Complete 


Satisfaction guaranteed or your 
money back. 


MAIL 
COUPON 
TODAY! 


Colwell 
Publishing Co. 


260 University Ave. 
Champaign, Illinois 





L] Please send me 1955 Daily Log for Den- 
tists on approval. Remittance enclosed. 


|] Send more complete details along with 
FREE Record Supplies Catalog. 


Address 












DENTISTS... 
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Don’t Be Fooled 
Be Sure It’s A 
SWIVLSTOOL 


No wheels, cogs, chains or springs to im- 
pede mobility. Should the doctor wish to 
leave the chair, he can do so with con- 
fidence knowing the SWIVLSTOOL will 
remain in operating position. 

The double swivel action of SWIVL- 
STOOL provides flexibility that permits 
the operator to move from one position 
to another by the natural movement of 
the body. 

It is so flexible, so easy and readily 
adapted to practically every conceivable 
operating position, that the SWIVLSTOOL 
in effect, becomes a part of the operator. 
The SWIVLSTOOL is readily adjustable 
to fit you regardless of your Height. 


There is no installation problem with 
SWIVLSTOOL, it simply slips under 
your chair. 

The SWIVLSTOOL has every advantage, 
bringing you greater comfort during 
every operating hour, conserving your en- 
ergy, contributing to your efficiency, and 
making long hard days easier. 


There is only one SWIVLSTOOL. 
Ask your dealer about it. 


The Carl H. Funk Company 


Warsaw, Indiana 
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Dentists are chalking 
up millions of success- 
ful fillings made with 
Silverloy—the increas- 
| ingly popular, white 








and lustrous amalgam 
alloy with a 50 year 
record of complete dependability. You'll 
find that Silverloy amalgamates thorough- 


~ 














ly and readily to a velvety smooth consist- 
ency, carves easily for at least 15 minutes, 
provides excellent edge strength, strong 
lasting margins and proper resistance to 
occlusal stress. It meets A.D.A. specifica- 
tions, is available in Filings and Shavings 
and No. 20 Cut for use in proportioners. 
For better fillings, buy Silverloy. 


Order from your dealer 
or direct from 


CRESCENT DENTAL MFG. CO. 


1839 S. Pulaski Road, Chicago 23, Ill. 











[ Tea ZONE - 
_ Trouble ae | 


A cracked or broken denture un- 





der repair may necessitate a diet of 

“tea and toast”, and patients accus- 

tomed to big meals may experience tem- 

porary stomach upset. These patients wil} 
appreciate the grateful relief provided by 
BiSoDol—made especially for fast relief from 
stomach upset due to excess acidity. For an efh- 


cient antacid, recommend 


bisodol. 





tablets or powder 


WHITEHALL PHARMACAL COMPANY 
22 East 40th Street, New York 16, N.Y. 








“s . ° 99 
Periapical 
Often the initial full-mouth periapical examination is not com- 

pletely conclusive. 


At such times, careful study of the periapical radiographs 
indicates the need for further evidence. 


Sound procedure, therefore, is to follow up with occlusal or 
extraoral views—a more extensive area, hence, more information. 








To increase your patients’ interest in dental care... 


FREE ... First 50 _ 
copies of “How to | 
mae Prevent Toothache,” * 
aes by Howard R. Raper, 
ime D.D.S. Additional 
eee copies, $1 per 100. 


a, PICTURE YOUR TEETH” 
... 5ound and color motion pic- 
ture tells lay audiences about 
radiodontics. Approved by Amer- 
ican Dental Association. Write 
for information. 














EASTMAN KODAK COMPANY 

















frequently indicates “Extraoral” 


Vitally important, too, is the quality of the radiographs. For only 
with radiographs of highest quality can the dentist be sure. 


That is why dependable films and chemicals—plus correct 
technic and processing—are so important. 


That is why it pays to insist upon Kodak x-ray materials— 
made to work together—made to produce reliable results. 


For complete dependability... 


Use Kodak a > ==4 Process in Kodak 
y Dental X-ray |e een Dental X-ray 


’ Film... oe (ee Chemicals. 


Y Order Kodak x-ray materials 
from your dental dealer. 


og 


X-ray Division, Rochester 4, N. Y. “K ©) | a |e 


TRADE -MARK 












Repair Dentures 
‘ftir, win ((pescent 
YQ ‘4 Denture Repair Kit 
Produces a PERMANENT BOND 
y, MINUTES quickly, easily. NO model. No 


IS ALL IT TAKES preparatory work required. 
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V/ Repairs broken dentures RAPIDLY and 
successfully in minutes! 


JV Requires only 1 appointment. No de- 
lays. No waiting. No “doing without” 
dentures. 


J Produces permanent bond in all types 
of material: acrylic, vinyl, polystyrene. 
NO porosity. 

J Easy technic. No models. No prepara- 
tory work. No set-ups with wax. 


V/ Complete Crescent Denture Repair Kit, 
only $5.00. Sufficient for 25 repairs! 


RESCENT DENTAL MFG. CO. 
1839 So. Pulaski Road, Chicago 23, Ill. 


YES,DOCTOR.NYKO’ 
IS DIFFERENT 


Completely different in formula - 
with exclusive, costly ingredients = 
kept fresh in airtight glass bottles. ‘ 
Definitely different in results — 
keeps dentures cleaner, more 
wholesome and sparkling. 


Test NYKO's difference. The cou- 
pon will bring professional sam- as ; & 
ples with our compliments. :  — ee 


NyYKY ae 


incorporated 2 3 am| POWDER 


Nyko, 415 W. Chicago Ave., Chicago 10 Ba = 


seresetesetetete tte tets te We “oe and Pink Dental 


Send me free professional samples of eg eee 
Nyko Cleansing Powder for dentures. 

















*Professionally recommended for 29 years 
ee ig cdg neu elas Va as the safe, sure way to keep dentures 


fresh, sparkling and stain-free. 
i Sa Bue ren wine ee | 
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Read the 
contents, 
doctor... 


then, 

if you'd like, 
we'll mail you 
a free copy of 
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Introduction... en ns at ae oe 


Part I. 


Part II. 


Part III. 


Part IV. 
Part V. 


Part VI. 


Part VII. 


Part VIII. 
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The Requirements of Metals 

and Alloys for Dental Restorations. . . . 7 
Properties and Characteristics of 
Platinum-Palladium-Golds. . ... . .9 


Gold. -. 11 


The 44 2 02 
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Casting Alloys of Plati 
Group I Alloys—For Bulky Inlays Subject to 

Slight Occlusal Stress 

Group II Alloys—For Thin Castings Subject to Moderate Stress 
Group III Alloys—For Highly Stressed Thin Castings and 

All Types of Cast Partial and Full Dentures 








Palladium-Gold. 15 


Other Dental Materials of Platinum, 
Palladium, Iridium and Rhodium . Keene 


Wrought Alloys of Plati 


Working Instructions for Casting Alloys . . 17 
Selection of Casting Alloys 

Meiting Procedure 

Hardening and Softening by Heat Treatment 

Investing and Casting Small Castings 

Producing the Large Dental Casting 


Working Instructions for Wrought Wires . |. . 29 


Selection of Wrought Wires 
Considerations in Hardening and Softening 


Soldering Instructions. . . . + « « 32 


The Properties of Metals and 
Their Meaning tothe Dentist . . . . 35 
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List of Manufacturers of Platinum-Palladium-Golds . . 40 











‘Platinum-Palladium-Gold in Dentistry” 


Here is a clearly written 40-page 
book on the use of precious metals 
in dentistry. This book is used as 
a reference source by many leading 


dentists and technicians. 

We’d be happy to send you a copy. 
It is yours for the asking, Doctor. 
Simply use the coupon below. 





Name 


Platinum Metals Division » THE INTERNATIONAL NICKEL COMPANY, INC. 
67 Wall Street, New York 5, N. Y. 
Please send me my free copy of 
“Platinum-Palladium-Gold in Dentistry.” 


O-11 





Street 





City 





State 
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central 
suction 


are PIPE PV-25 1 REQUIRED 
¥4” PIPE PV-25 1 REQUIRED 
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Y%” PIPE pV. 25 1 REQUIRED 











a “must” whenever you 
remodel or build your 
Dental Clinic! 


OR PIPE PV.25 1 REQUIRED 


| Oy" PIPE PV-25 1 REQUIRED 


4" PIPE PV. 25 1 REQUIRED 


al ERS 1" PIPE 


a ai 


Canee: every new Clinic or every modernized 
clinic includes CENTRAL SUCTION as a “‘must’”’— 
the System which has this Central Suction Pump 

in a penthouse, basement or utility room .. . 

and these Suction Bottle Units installed and 

built into each operating room. 

For complete information and practical suggestions 
which will help you plan your clinic installation— 


Write for McKesson Central Suction Brochure! 


McKESSON APPLIANCE CO. ¢ TOLEDO 10, OHIO 
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“,.. and be sure to take your VITAMINS!” 


Inadequate intake or absorption of the water-soluble 
vitamins often plays an important etiological role 

in the development of certain gingival diseases. 
Adequate vitamin supplementation during the treatment 
of such conditions can help speed the return of 

gingival tissues to a healthy state. 





MERCK & CO., INC.. Ranway, N.J.—asa pioneer manufacturer of 


Vitamins—serves the Dental Profession through the Pharmaceutical Industry. 





© Merck & Co., Inc. 
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new...improved 


ELASTIC IMPRESSION POWDER 


gives 100% accuracy... 
















the taking .. 


HIGHER VISCOSITY 

This new high viscosity formula prevents mate- 
rial from seeping down patients throat during 
. and Lang's smoother, creamier 
mix assures 100% accuracy in the resulting 
impression every time! 

ABILITY TO HOLD WATER 

Lang’s Elastic will not lose water rapidly to 
the atmosphere as others do. No dimensional 
change occurs if model is poured in reason- 
able time. Its the most accurate impression 
material produced. 















These improved cotton 
rolls are a delight to the 
efficient dentist and are 
not harsh to the patient’s 
mouth. They are actual- 

ly spun from 100% pure 

surgical absorbent cotton 
to make them softer, more 
pliant and noncollapsible. They 
adapt easily into any position, 
are stretchable and small tufts 
are quickly detachable. 


DENTAL ABSORBENTS CO. 


619 East Montecito St. 
Santa Barbara, Calif. 


i a eM eae) 
Gentlemen: 
of DENTAL ABSORBENTS. 
DR. 


Please send me a free, generous sample 
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CITY and STATE 



















Diskwik Dispensers 


WITH ONE HAND you lift the lid and es 
out the disk of desired size and grit .. 

fumbling, no groping, no~ searching. yee 
Diskwiks are neatly aligned for quick, sure 
selection every time. After a disk is removed, 
the next automatically pops up ready for 
use. You'll find Diskwik dispensers are fast, 
easy and sure. Ask your supplier or write: 





TORIT MANUFACTURING CO. 





279 WALNUT STREET - 


ST. PAUL 2, MINN. 
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NEW OPPORTUNITIES in DENTISTRY 
for CHILDREN 


By treating more children you realize income from a vast new market and you perform a vital health service 

It has been estimated that it would require 244,000,000 fillings to restore the Dental Health of 
America’s children between 6 and 18. in addition, it would require 33,000,000 fillings every year 
to keep up with the new cavities. Equally impressive is the fact that our large and expanding 
youngster population is expected to continue to increase for years and years to come. Here then 
is @ vast market for your services which is practically untouched and which offers exciting oppor- 
tunities for the future. 

Previously comparatively little work was done with primary teeth, because conventional 
materials made care difficult and unprofitable. Now with Rocky Mountain’s Tru-Form Primary 
Crowns you can successfully restore badly decayed children’s teeth in one sitting at a great saving 
to you and your patient. 

TRU-FORM PRIMARY CROWNS are only 30 cents each, introductory assortment of 100, 
$30.00. Of course, like anything fine in the profession, they require definite operating tech- 
niques. For instance: You choose a crown that seems a little small and bell it around the occlusal 
with RM Posterior Crown Stretcher, so it will fit over the occlusal, Fig. 1. Next, to get the tight 
“snap fit” around the gingival, you crimp around the gingival with a 112 plier, (Fig. 2) and then 
finish with a 114 plier, (Fig. 3). 


Fig. 1 





i 
You will find the new materials help promote satisfaction and respect and are great practice 
builders, because the child of today is your patient of tomorrow. 


For more detailed informatian contact your dealer or check 
Technique Literature desired and mail coupon, 


ROCKY MOUNTAIN METAL PRODUCTS CO. 


P.O. BOX 1887, DENVER 1, COLO. QH-404 





Send FREE folders checked. 
[_] Denta-Weld 

{_] Tru-Form Primary Crowns 
[_] Tru-Chrome Space Maintainers dine 


[_] Tru-Form Permanent Anterior 
Crowns for Fractures 


Dr. 
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‘“‘where oozing from a vascular bed is anticipated’ | 


ADRENOSEM. stopscapillary bleeding and oozing. Adrenosem acts directly 
on the capillary walls to increase resistance and decrease permeability. 


There are no reported toxic effects or contraindications attributable to 
Adrenosem. Adrenosem does not affect blood components or induce 
embolus formation. It has no sympathomimetic or vasoconstrictive action. 
Adrenosem is compatible with vitamin K, heparin, and commonly used 
anesthetics. (It is suggested, however, that antihistamines be withheld 
for 48 hours prior to and during Adrenosem therapy since antihistamines 
tend to inactivate Adrenosem. ) 


*Sherber, D. A.: The Control of Bleeding, Am. J. Surg. 86:331 (Sept.) 1953. 


o-S-—_ drenosem 


the missing link in the control of bleeding 


The therapeutic regimen for Adrenosem is simple and safe: 


*) preoperatively to control oozing during surgery and provide clearer operative field: 
one to two ampuls (5 to 10 mg.) every two hours prior to surgery for two doses. 


postoperatively to prevent hemorrhage and check oozing: 

one to two ampuls (5 to 10 mg.) every two hours until there is no indication of undue 
bleeding. To maintain control, one ampul may be administered every three hours 

or 1 to 5 mg. orally t. i. d. 


to control active bleeding: One ampul (5 mg.) every two hours until bleeding is controlled; 
frequency of dose may then be diminished. 


to control severe bleeding: one ampul! (5 mg.) every hour for three doses; 
then every three hours until bleeding is controlled. 


to control mild, low-grade bleeding: ; 
1 ampul (5 mg.) every three or four hours until bleeding is controlled; 
then 1 to 5 mg. orally four to five times daily until bleeding ceases. 


maintenance dosage to prevent bleeding in conditions where small vessel integrity may be 
impaired: 1 to 5 mg. orally t. i. d.; if bleeding ensues, dosage may be increased 1 to 5 mg. 
orally every three or four hours; if bleeding persists, oral dosage should be supplemented 
with 1 ampul (5 mg.) daily. 


pediatric dosage: up to four years of age — 1 mg. intramuscularly or orally with same 
frequency as for adults, until bleeding is controlled. From four to twelve years of age 
— i% the adult dosage as indicated. 
Available as Ampuls: 5 mg., icc. (package of 5). 
Tablets: 1 mg. S.C. Orange, bottles of 50. 
Tablets: 2.5 mg. S. C. Yellow, bottles of 50. CEY¥© 

THE S. E. MASSENGILL COMPANY, Bristol, Tennessee 

New York ¢ San Francisco ¢ Kansas City 


Adrenosem — Massengill Brand of Adrenochrome Semicarbazone Sodium Salicylate Com nomnd. 

















stop wear and tear on 


tissues and teeth... 
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FABULOUS FIT 











duclian Durallium PRODUCTS CORPORATION 


urametrice 


809 West Washington Boulevard - Chicago 7, Illinois 








STIM-U-DENT5 


FINISH WHAT THE TOOTHBRUSH LEAVES UNDONE 





Sa 


THOUSANDS OF DENTISTS 


Literally thousands of dentists have gladly 
reported to us the amazing improvement in 
mouth health of their patients from the daily use 
of STIM-U-DENTS: Firm, Healthy Gums... Clean, 
Bright Teeth Surfaces . . . Clean Breath ... and 
the Disappearance of Inflammatory Gum Conditions ioe to the gentle massag- 
ing action of STIM-U-DENTS . . . An invaluable aid to prevention and treatment 
of PYORRHEA and GINGIVITIS. Ask for FREE SAMPLES for patient distribution 
« «+ Simply mail this ad with your professional card or letterhead to: on 11-54 


STIM-U-DENTS, INC., 14035 Woodrow Wilson Ave., Detroit 38, Mich. 




















Since 1920 — mouth proved 
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YOU KNOW JOE, IF I 
WAS A DENTIST, /D GET 
ME ONE OF THESE 


LAKE SHORE 


LIFETIME ALUMINUM 


Silicophosphate Filling Material | : SIGNS, 
ASO ail ieee ae Y 






__ used where 
indicated, 
[ has demon- 


strated its 





many ad- 


on vantages over 


silicates, amal- 





gams, and self-cur- 
in crylics. 
Send for deans tats 


Literature 
an e 








DENTAL PRODUCTS CO. 
PHILADELPHIA 7, PENNA. 
ee ee maa 654 W. 19% ST, ERIE, PA. Wade for FREE Calalog 





























Do YOU wanttobe PRESIDENT -— 


of your service club ... your lodge ... or any other 


organization? 


If you do, you should know parliamentary facts. 
Learn the Parliamentary Rules the easy way from a visual chart 
that shows at a glance the 36 most common motions—when they are 
in order, if they need a second, the vote required, if they are debat- 
able, if they may be reconsidered or renewed, if you may interrupt 
a speaker, when you must be recognized by the chairman. 


PAN-L-VIEW is a slide rule in a transparent plastic case that shows 
clearly the Yes and No answers for every regular motion. 


Based on Robert's Rules of Order Revised 


A MUST FOR ALL CHAIRMEN: A HELP TO ALL MEMBERS 


Designed by Edward J. Ryan, Editor of Dental Digest and Oral Hygiene 





PAN-L-VIEW, 708 Church Street, Evanston, Illinois 


C] Send me a PAN-L-VIEW Slide Rule on Parliamentary Procedure in Three- 
Color Vinylite plastic. Size 1244x6% inches. 


[J] Enclosed is my check for $3.00. 


Name: _. Address: 








City: Zone: State: 


























slike the 


U.S.Dollar. 


Steele’s Facings and Tru- 
pontic teeth (in New Hue 
shades) are at their best 
when backed by GOLD. 





Wherever possible always use Steele’s GoL-FAc 
backings when restoring anterior teeth with Steele’s 
Facings or Trupontics in New Hue shades. The 
gold labial face of these backings preserves the 
original New Hue shades — making shade matching 
easier and insuring best esthetics. 


Steele’s GOL-FAC backings have the same physical properties 
and mechanical advantages as the standard Steele’s P. G. 
backings, and are therefore adapted to the same technics. 
NOTE: In casting to any Steele’s backing always use a pro- 
tective type of investment (Steel’s Super Investment). 


The Columbus Dental 


Manufacturing Co. 





COLUMBUS 6, OHIO 




















crease hanc 


With Midwest’s 


piece Cpeoel 


Ké*Szeed Transmission 
and Hi-Speed No. 6 Handpiece 




























For any Unit... if present motor speed with o 1-7/16" 
pulley is 4,000 R.P.M. the Hi-Speed Transmission will 
increase the handpiece speed to 12,000 R. P.M. If present 
speed is 6,500 R. P. M. it will be increased to 19,500 R. P.M. 














from regular speed to high speed 
nd back to regular in c few seconds. 


Voration is reduced—only the handpiece is 
geeded up. Engine and engine orm pulleys 
nat normal speeds at all times. Excessive 
mgine arm wear is eliminated—pulley 


wise lessened. 
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NEFITS OF HIGH SPEED 
STORATIVE DENTISTRY 





Convince yourself through our free trial offer. 
See ond feel the improvement in cutting efficien- 
cy of your carbide burs and diamonds. Notice 
the disoppearance of that “tired let down” feel- 
ing ot days end. 


le ee et ee 


alias) ol -1-1- il Geel a ola ice My Vale] (- 


When choosing your high speed handpiece 
and angulor attachments be sure they run: 


*% without noise 
*% without objectionable vibration 
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* without overheating 
IDWEST DENTAL 


ee Camnatey When ordering the Hi-Speed Transmission give | 
the name and model number of unit and present sl ieee a 
belt length. eee = se iy 
tt ae . 
: ar 
Safety Disc Guard 
4439 WEST RICE ST. CHICAGO 51 (most important at high speed) 
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* Surgident Ltd. manufactures quality products exclusively for the Dental 
Profession. 

* Surgident Ltd. has been creating dental materials for over a quarter 
century. 

The following is a partial list of Surgident products: 


SURGIDENT IMPRESSION MATERIAL » ORASORB + DENTASORB + SURGIDENT 

INLAY SYRINGES - SURGIDENT PERIPHERY WAX « SURGIDENT EQUIPMENT © 
CLEANER + SURGIDENT EQUIPMENT POLISH + MULTI-FORM IMPRESSION 

PASTE » NEO-PLEX IMPRESSION MATERIAL - SURGIDENT REBASE MATERIAL | 
Surgident is indeed grateful to the dental profession and the dental dealers who | 
have made our steady growth possible. In return for this support, we promise you ’ 
may continue to depend on the slogan ‘Say Surgident and Be Sure”. 


e 
Sagedent.s 1744 West Los Angeles 25, Calif. 
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DENTAL LATHES 


have totally enclosed motors with 
ball-bearings lubricated for life 


Write for BULLETIN 317-J describing com- 
Wve line—single speed and two speeds, 
/6 to V2 hp. BELOW. BALDOR Lathe No. 210, 
1/6 hp., totally enclosed, ball-bearing mo- 
tor protected against burn-out. Chucks may 


motor. Price, less chucks. ...962.00 


INVESTsmMOOTH 


Investsmooth thoroughly cleans wax pat- 
terns, makes it easier for investment to 
flow over them smoothly, prevents trap- 
ping of air bubbles. Also useful as a die 
lubricant in indirect inlay work. For BET- 
TER castings invest in Investsmooth. At 
your dealers. Only 85¢ per 2-oz. jar. 


SPYCO SMELTING & REFINING CO. 
51-57 S. Third St., Minneapolis |, Minn. 
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TOOZ 
REGULAR 
SLOW 





TOOZ ms 
EXTRA FAST ma INTERMED ‘ ANE 

: EXTRA FAST 

BLUE BASE BLUE BASE BLUE BASE ieaanl 


Not in the usual commercial sense, BUT46o0k at this sentence from the “Principles of Ethics” of the 
A.D A: “A dentist has the obligation ¢ F advancing his reputation for fidelity, judgement and skill solely 


through his professional services to hig Jatients and to society.” 


Your best advs can’t be written =but they can be worn; they’re special services you render to 
make patients comfortable, protect their health, prevent decay, and restore their normal oral func- 


tions through prosthetics. 
Now consider the use of x-rays. gv bat better way for advancing your reputation for fidelity, 
fe judgement and skill? X-rays reflect your concern for 
your patient, provide the basis for intelligent diagnosis, 


M i N j M A X ? _ serve as a guide for operative work, prevent errors. 


X-RAY FILMS uppose you are now using a gross of films per 


are outstanding performers in mak- month You can increase your advertising . . advance 

ing clear, undistorted radiographs 5 ti idly b head 5 

with your preferred technic. They are ae Mes GS fEprary Sy employing 

available in 3 speeds and 3 types: s mihsand for as little as $22.50 a month 

EXTRA FAST. Basis | Second. 3 e O$$ oF less)! Here indeed is a practical, 

INTERMEDIATE. Basis 4 Seconds. SF ee wea 

REGULAR SLOW. Basis 6 Seconds. ettect nctice- building —yet ethical means of ad- 
Specify your type preference . vertising< megligible cost. Invest in your future, 

when ordering: oe sd ae ; 

SINGLES for 1 radiograph of a de- of Minimax X-ray Films today. 

sired area. 

DOUBLES for 2 identical radio- 

graphs of the same area. nga : 

SOOR Utiiidbe's Semeen 2-ta-? The Minimax Co., 5905 N. Clark Si., Chicago 26, lil. 


film) for 2 different radiographs with 
1 packet. Export Sales: The Minimax Exporters, 


136 W. 52nd St., New York 19, U.S.A. 
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IMMUNIFLUOR® 


Improved Flavor 


(0.5% Sodium Fluoride) 


Can be prescribed, with confidence, as a rou- 
tine dentifrice. Also, it may be prescribed with 
MORE confidence in treating hypersensitivity 
and possibly caries control. IMMUNIFLUOR is 
economical too, because, 3 months supply 
would only cost your patient approximately 
50c a month, when used according to direc- 
tions. 


IMMUNIFLUOR CORPORATION 


1903 Hampton St., Columbia 1, South Carolina 


ELECTED, the 
polisher of the year! 


Thousands of Dentists have sent for 
a sample BS Polisher and have 
chosen it as the polisher of the year 
for its efficiency, smoothness, cool- 













ness, and comfort. No cost or obliga- = 
tion to obtain this visual proof of its superiority. 
Send for your sample today. 















Young Dental Mfg. Co., 





St. Louis 8, Mo. 





Yes, please send a sample BS 
Polisher. 
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COME TO 


FLORIDA! 





Relax! 































sunny 
Thrill to fabulous Gulfstream 
fishing. Enjoy swimming, golf, 
boats, ete. Our apartments are 
located but 300 feet from 
ocean on scenic Highwoy AIA. 
A hub of activity, Pompano 
Beach is midway between 
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213 S. OCEAN BOULEVARD 
POMPANO BEACH, FLA. 
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YOUR PRACTICE 
DESERVES THE FINEST 


ASPIRATOR ' | 


SERVICE 


a aT tice ram 
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GOMCO No. 796 
CABINET 
ASPIRATOR 














Here is aspiration so convenient and 7 os 

effective that it gives hands, eyes ¥ oo 
and mind the freedom and opportunity ag 
to do the best possible work! Here 
is the strong, controlled Gomco aspiration 
so well known for dependability in 
keeping the operating field clear and 
clean. And here, in the Gomco No. 796, 
is a spotless, clean-lined cabinet aspirator with accessories drawer, 
extra shelf space, extra working space on top and near-silent 
precision Gomco pump inside. The ultimate in aspirator 
service is within reach of every practitioner. Ask 

your Gomco dealer for details. 








ey | 
= Saye / GOMCO SURGICAL MANUFACTURING CORP. 
. $22-D E. Ferry Street, Buffalo 11, N. Y. 


Suction, Suction-Ether, and Suction-Pressure Pumps, Thermotic Drainage Pumps, 
Thoracic Pumps Aerosol Penicillin Pumps Dental Aspirators Tidal Irrigators 





Jhe U-FRIEDY 
ASPIRATOR 


This Aspirator operates by water pres- 
sure obtained from the faucet of the 
wash bowl. It has proven highly effi- 
cient and is recognized more advan- 
tageous than mechanically operated 
aspirators. 


Can be adapted to many shaped 
faucets whether round, oval or irregu- 
lar. There are no wearing parts. 
Therefore it will function indefinite- 
ly. All parts are heavily nickel plated. 
It has a reversible flow which provides 
a means for quick and easy cleaning. 


The complete outfit consists of 
Aspirator, 8 to 10 feet of pure gum 
tubing specially designed for this 
Aspirator and also the Coupland Suc- 
tion Handle with 4 sizes of detach- 
able tips. These tips are accepted as 
standard equipment and approved 
and used by the U.S. Government. 


Available for Immediate Delivery 
Elevators—All Types 
Scalers—All Types 
Pyorrhea iInstruments—All Types 
Surgical Suture Needles 


HU-FRIEDY, INC. 


3118 N. Rockwell Street, Chicago, III. 


R. B. WATE: Trademark (Reg. U.S. Pat 
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POLISH, too! 


OW, THE LATEST thing in dental 
hygiene — the new “'R. B. 
Waite’’ Fluoride Polishing Paste that 
not only effectively fluoridizes sur- 
face enamel but also polishes teeth 
to a high lustre. 
iteMiarieiccmelohieleolilelamolmil lola oe 
first clean teeth with the handy, 
ready-for-use ‘‘R. B. Waite’’ Cleans- 
ing Paste — the paste that cleans 
with pumice-like efficiency. 

Young patients will now enjoy 
their fluoride treatments and young 
and old alike will appreciate the 
extra smoothness provided by ‘'R. B. 
Waite”’ Fluoride Polishing Paste. 

Order from your Cook-Waite 
dealer today! 


ie es 
COOK/WAITE 


1450 BROADWAY, NEW YORK 18.N. Y 
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UNION BROACH CO’S 
MICROMETRIC SYSTEM 
of ROOT CANAL THERAPY 


in Sizes 1 to 12 


FILES © REAMERS ® SILVER 
POINTS © GUTTA PERCHA POINTS 
© ABSORBENT PAPER POINTS ® 


All Sizes of all Union Broach Root Canal Instru- 
ments are identical with corresponding sizes of other 
Union Broach Root Canal Instruments ... All Files 
and Reamers are 2imm. or 28mm. long Indian Head 
Silver Pts. and Union Broach Gutta Percha aa? -" 

e 
are extra long and highly 


extra long and have flattened ends. . . . Indian 
Absorbent Paper Pts. 
absorbent. 
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INDIAN HEAD GUTTA PERCHA 
or PAPER POINTS in NEW SPECIAL 
STERILIZER PACKAGE 
Sizes 1 to 12 Each $1.75 
Each Size in Individual Sterilizer 





NOW AVAILABLE—DR. N. OSTBY’S 
Kloroperka N-O-Powder..per bottle $5.50 

Ask your Dealer to show you the Union Broach Co. 
line of Root Canal Instruments. 


| UNION BROACH CO. Inc. 


World’s Largest Manufacturers of 
4 Root Canal Instruments 


\ 37 West 20 St. New York 11, N.Y. 
VISIT OUR BOOTH AT THE MIAMI MEETING 




















for limited 
time only! 
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a Starlite 
Q UIK 
prophylactic paste 


additional 
+ an 
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Helps remove calculus and 
stain automatically with 
exclusive new C-D-E action. 
Combines chemical power 
of ENZYMES with mechan- 
ical action of CERIUM 
DIOXIDE, rare earth abra- 
sive. Super-adhesive — 
actually clings to teeth. 
Goes 312 to 8 times as far 
as ordinary prophy ma- 
terials. 








MAIL NOW TO YOUR OWN DENTAL DEALER ! 
Send me QUIK 2-for-1 offer at regular price 
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; of $2.75, as stated in advertisement. 
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TO LOOK BETTER 
oo FEEL BETTER 


Complete Line of 


PROFESSIONAL GARMENTS 
3 
4 
% 
4% 


See Us at the 
A.D.A. MEETING 
in Miami—Booth 209 


New Catalog Now Available 
Send for it TODAY! 


509 S$. WABASH AVE. + CHICAGO 5, iLL. 


HERE IS A NEW ONE 


An Amalgamator 


DEARBORN NERVE PASTE 


The positive, quick acting pulp 
devitalizer and desensitizer 

A highly concentrated combination of 
drugs compounded solely for devital- 
izing nerves, Dearborn Nerve Paste 
permits painless excavation of sensi- 
tive dentine. Its positive, quick ac- 





CRISTOBALITE 


Price $7.50 
M.O. or Check 


that will do all that any other will—tits on H.P.—perfect mix in few seconds—stainless 
steel—guaranteed wear proof. 


MEAKER INST. CO. 
CLYDE, N.Y. 


tion saves time and promotes comfort. 
An important aid in thousands of 
practices for over fifty years. A $2.50 
jar is sufficient for 500 treatments. 
Include Dearborn Nerve Paste in 
your next supply order. 


HALL Dental Mfg. Company 


P.O. Box #17, Des Plaines, Dlinois 


THE GREAT 
WORLD LEADER IN 
CRISTOBALITE 
INVESTMENTS! 














for a better 
prophylaxis 






new improved 


HERE ARE THE IMPORTANT FACTS, DOCTOR: 


1. Superior Polishing Action 


Optimum effect with the finest ingredi- 
ents. New, improved paste offers greater 
adherence to tooth surface and brush. 


2. Improved Enzyme Action 


Aids in the thorough removal of inacces- 
sible and residual calculus and stain. Re- 
sult: a better prophylaxis than ever before. 


3. Pleasant Flavor 
Tested by dentists and approved by pa- 
tients in thousands of cases. 


4. indefinitely Stable 


Does not dry out or separate—no matter 
how long you keep it. 





LACLEDE LABORATORIES, INC. Tfacledey 2117 Franklin Avenue, St. Louis 6, Missouri 


; See Sas aa Se 


new improved Profie Paste 


is sanitary and convenient. One-half twist 
of: the special key gives just the right 
amount for one prophylaxis. No dipping, 
no mixing, no mess on spatula or con- 
tainer. Economical, too—there’s no waste. 


SPECIAL INTRODUCTORY OFFER 


An introductory tube of Profie Paste will 
be furnished at no cost with the purchase 
of 1 large economy size tube. Use the small 
tube first. If not satisfied, return large tube 
unused, and receive full purchase price. 
Ask your dental supply representative for 
details. 
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(Brand of lidocaine* 


OINTMENT 


STRA 


QUICK-ACTING — PROFOUND 
NON-IRRITATING 


An effective topical anesthetic for use in the 
oral cavity. Circumvents patient apprehen- 
Srolalm olalolmm comm lal(-cailola Mm alialisslh4-ee lt iaelsaliel a: 
ro fUl stare Mmalolmaslel ibaa ole liahael Mmel-1-) oi iaelllale Mm olaen 
cedures. Useful wherever freedom from pain 
Tre laMe-sS1-1al ilo] Mm ola-1¢-10 UTI (-Mm (ome elen) ol (-11- am ole Es 
iT Jah mmole) ol -igehilelan 


Write department D2 for bibliography 
and professional samples. 


Stocked by leading dental 
supply houses in 35 gram 
wide-mouth glass jars. 
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There Is An Important Difference In New Colgate Dental Cream! 
Its Formula Contains Sodium N-Lauroyl Sarcosinate as an Active Ingredient! 


The First Toothpaste 


With Clinical Evidence 








2 


of 12-24 Hour Effectiveness in Caries Control 


Available clinical evidence indicates that this 
new formula will provide your patients with the 
finest protection against caries ever offered by a toothpaste! 


A remarkable advancement in the field 
of Oral Hygiene was anticipated by the 
publication in the Journal of Dental 
Research for August, 1953, of a paper 
describing the long-lasting effectiveness 
of certain ingredients in controlling 
acid formation at the tooth surface. 
Clinical evidence, establishing the 
effectiveness of these ingredients in 
caries control, is now available. Yes, 
the results of clinical tests—begun over a 
year ago by a research team from lead- 
ing dental colleges—show that New 
Colgate Dental Cream with Gardol 
(Sodium N-Lauroyl Sarcosinate) 
showed the greatest reduction of tooth 
decay in toothpaste history! 


X-ray examinations showed that 
approximately 80% of the people in 
the group using Colgate Dental Cream 


We have sent you sample tubes of 
New Colgate Dental Cream 
containing Sodium N-Lauroyl 
Sarcosinate. We would be most 
interested in your reactions to this 
outstanding product. 


Colgate-Palmolive Company 


with Sodium N-Lauroy] Sarcosinate de- 
veloped no new cavities during the 
year, and fewer than 6% developed 
more than | cavity. On the other hand, 
about 45% of those using ordinary 
toothpastes developed from 1 to 6 
cavities during the year. 


Synthesized in Our Labora- 
tories. Yes, it was in the Colgate labo- 
ratories that the caries-inhibiting prop- 
erty of Sodium N-Lauroy] Sarcosinate 
was discovered, the compound synthe- 
sized and the new cream containing it 
formulated and produced. 


New Colgate Dental Cream is now 
available to your patients. Based on 
available clinical evidence, it promises 
the finest home method of caries con- 
trol ever offered by a toothpaste to the 
American public. 





105 Hudson Street, 
Jersey City 2, N. J. 
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10c per word, initials 
and figures used each 
counting as one word. 
Please send _remit- 
tance with your order. 


WANT ADS 





Restricted to help and 
positions wanted, and 
practices wanted, and 
practices for sale. The 
minimum charge is $4. 





FOR SALE: Busy New Jersey practice gross- 
ing twenty-five thousand dollars yearly. Two 
operating rooms and surgery, completely 
equipped with new Ritter equipment. Large 
waiting room, laboratory, recovery room and 
dark room. Unusual opportunity. Selling due 
to recent death of owner. Building for rent or 
sale. Also has second floor apartment now 
rented and one car garage. Contact Jack Sil- 
verstein, Attorney, 236 East Hanover St., 
Trenton, 





Here is an opportunity to pioneer in a chal- 
lenging new field. We are looking for a top 
flight dentist with initiative and imagination 
to help develop a prepaid group practice pro- 
gram for middle income families on an inde- 
pendent contract basis. Highly desirable op- 
erating space and ample financing available. 
Complete professional freedom. Assured mini- 
mum income of eleven thousand dollars net to 
start. Gro Health Dental Cooperative, 118 
Broadway North, Seattle, Wash. 





Do you wish to retire? Do you wish to sell? 

Wanted—a general practice in upstate New 

Sede Please send full details. “JP’’ Oral 
ygiene, Pittsburgh, Pa. 





FOR SALE: Established practice and home, 
north central Philadelphia, Pa. Excellent loca- 
tion for white and colored. “JR’’ Oral Hy- 
giene, Pittsburgh, Pa. 


FOR SALE—ILLINOIS: Excellent oppor- 
tunity. Only dentist in Benld, community of 
twenty-five hundred population. Active prac- 
tice, modern equipment, air-conditioned office. 
Called into service. Write Mrs. J. C. Peacock, 
1611 Vandalia, Collinsville, IIL 


FOR SALE OR LEASE: Two-chair office in 
Texas’ most desirable city. Fully equipped 
including x-ray, complete laboratory and pri- 
vate office. Excellent location. This office can 
do twenty-five thousand and over yearly. 
Owner retiring. “JS’’ Oral Hygiene, Pitts- 
burgh, Pa. 


SELLING YOUR PRACTICE: Why not 
also use the classified columns of the Dental 
Students Magazine? National _ circulation 
14,000 monthly. This includes over 2500 re- 
cent graduates. Many of these readers are 
looking for an opportunity such as you have 
to offer. Our rates: $3.00 for 50 words or less, 
10c per word additional. Check with order. 
Write Dental Students Magazine, 874 Green 
Bay Road, Winnetka, IIL 


DENTIST WANTED: To establish himself 
at Mill Hall, Penna., town of twenty-five 
hundred population, having Sylvania Tube 














factory, armature works and tile factory. 
No dentist in seven-valley town all within 
distance of seven miles. Large clientele anx- 
ious for a dentist. Desirable office space avail- 
able at reasonable rental. For information 
write A. S. Cross Agency, Mill Hall, Penna. 


FOUR MONTHS’ RENT FREE! And an 
opportunity to work with busy general prac- 
titioner. Office, three large rooms, second floor 
above doctor’s office, located on corner of 
thickly populated new busy shopping-residen- 
tial center, Hartford, Conn. On several bus 
lines, within walking distance of two public 
schools. Natural light, reasonable rental. Dr. 
A. H. Baskin, 435 New Britain Ave., Hart- 
ford 6, Conn. 








RESIDENT DENTIST — Vacancy. Must 
have New York State License or eligibility 
for same. Yearly salary, $4480. Single living 
quarters available at cost. Write, Senior Di. 
rector, State Hospital, Middletown, N.Y. 





FOR RENT: Air-conditioned office with all 
plumbing and electrical work in. Present oc- 
cupant moving to larger quarters. Splendid 
opportunity to establish successful practice in 
fast-growing city of Hollywood, Florida, 
eighteen miles north of Miami. Louis Char- 
now, 2037 Harrison St., Hollywood, Fla. 





FOR SALE: Ritter Chair, Tri-Dent Unit, 
Engine, New Castle Light, American Cabinet, 
CDX X-ray, Electro Compressor, and numer- 
ous articles. For further details write H. H. 
Pesch 620 S.W. 2nd St., Rochester, Minn. 


EXCELLENT LOCATION for dentist for 
rent, 7613 Biscayne Blvd., Miami, Fla. Next 
to M.D. Dentist needed in area. Phone 
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The Castle That Was Destroyed igs 
a colorful folder about dental health. 
Kids love it. And before they know 
it, they learn easy-to-remember 
dental truths. And some of them 
carry the word to other kids, and 
to parents, too. Price, 100 for $15. 


DENTAL DIGEST 
1005 Liberty Ave., Pittsburgh 22, Pa. 









Insure 











ELIMINATE DOUBT 
USE IMPROVED BITE-WING TABS 
distortion-free 
Easily attached. Economical, box 
of 100 tabs only $1.50. Order 
from your dealer now. 
PITTSBURGH SPECIALTY CO. 
524 Federal St., Pittsburgh 12, Pa. 


results 
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A dentist tells us: 
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PLANNED PARTIALS 
Survey and Design 
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GOLD HANDBOOK 


Your Trouble Shooter 


* 


INLAY BOOK 
Technic and Tooth Carving 


“I appreciate Ney's technical help as an extra 


that goes with every dollar spent for Ney ma-~ 


terial. 


No one else does this much for me.” 


To dentists and technicians, our customers and 


friends, we gladly make available these four 


Ney-prepared technic books. Check the ones 


you would like. 


The J. M. Ney Company , . . Hartford 1, Conn. 
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Movable-Removable Bridgework 
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DURING SETTING OF ANTERIOR 


INTERPROXIMAL FILLINGS 
Let eee doa better, cleaner, LYS. -y of holding 


ww MODERNIZE with MOLDGRIP 


5 MOLDGRIPS ARE ONLY 
Directions and sample upon request 
CRESCENT DENTAL MFG. CO., Distributors 1839 S. Pulaski Road, Chicago 
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Binding covered by U.S. patent No. 2,193,534 











What does your patient see from the chair? 


If the patient sees this pair of lights, 
she may beaware of their good design... 

But—she has no way of knowing 
these lights mean as much to her own 
dental health as to your own comfort. 

These lights—the Castle PV and 
GV—are a matched pair that help make 
your work more efficient—by making 
your day less tiring. 


LIGHTS 


Multi-beam PanoVision lamp illu- 
minates oral cavity with diffuse, glare- 
less light. And, directly over the 
patient, Castle’s General-Vision Light 
illuminates office and work area. 

This balanced lighting keeps contrasts 
low, reduces eye-strain and fatigue .. . 
makes your work easier. To see how, 
phone your Castle dealer, or write: 


AND STERILIZERS 


WILMOT CASTLE CO. e 1122 UNIVERSITY AVE. e ROCHESTER 7, N.Y. 














Te 


for conscientious, 









ethical service; 


..a denture adhesive 
your patients can 
rely on for quality, 
purity and performance. 











WILSON'S 





DENTURE 
ADHESIVE 


Holds Dentures Firmly and 
Comfortably in the Mouth. ack 


Recommended by 
Dentists Through- 
ovt the World. 












COREGA CHEMICAL COMPAN 
Jensty City 2, WLI, USA. 


LABORATORIES 
JERSEY CITY, N. J. - MONTREAL, CAN. 


) COUNCIL on DENTAL 
DISTRIBUTORS THERAPEUTICS 
IN ALL PRINCIPAL COUNTRIES ea 


Mra tie tn 


60¢ (Medium Size) —1% or. Net ENTAL 
; | a SSOCIATION 
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ADVERTISED TO THE: 





THE EVERYDAY MIRACLE 
OF CARIES CONTROL 


In dental offices, and in homes, throughout the country, 
sound oral hygiene performs the everyday miracle of caries 
control. A dependable routine to combat dental caries re- 
quires three important factors working together. 








? Your careful prophylaxis, treat- y Your patient’s loyal cooperation 


ment of cavities, and toothbrush- in regular toothbrushing at 
ing instruction. home, as you instruct. 


The use of a pleasant-tasting, cleans- 
m4 ing dentifrice, such as IPANA. 
Clinical research shows regular toothbrushing with 


IPANA effectively removes food debris from gum margins, 


decreases tooth stain and brightens tooth color. 


ee 
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